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‘ALFCO TWIN 


AUTOMATIC 


PARKING METERS 


Why buy about twice as many parking meters as 
you need when one Alfco Twin Automatic will do 
the work of two single meters? 
And look at what you save! 
Alfco Twin Automatic Parking Meters cut parking 
control costs about in half! 
The Alfco Twin Meter parks two cars instead 
of one. 
Only half the number of parking meters to in- 
stall, maintain, and police. 





Only one clock to wind—one coin box—one 
housing—one meter to control two adjoining 
parked cars. 
@ Half the number of meters makes collections 
twice as easy. 
And with this lower cost, the motoring public gets 
the advantages of the Alfco Twin bumper-to- 
bumper parking plan, which affords ample space 
to enter and leave parking areas. City after city 
has adopted this model plan for modern parking 
control. Write today for fully illustrated free lit- 
-erature—with no obligation. 
Models available to suit your needs for 
parallel and angular curb parking and for 
off-street parking lots. 
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PHILADELPHIA, PA., 


shows the way in Traffic Control with 


91 HARLEY-DAVIDSONS 





Here is part of Philadelphia's modern motorcycle squadron as equipped with world-renowned Harley-Davidson Hydra-Glide Police Motorcycles. 


TINHE National Safety Council’s monthly Davidsons are helping improve traffic condi- 


~ poll of the nation’s largest cities recently tions and reduce the number of accidents. 
placed Philadelphia third in lowest number They can help in your city, also. Phone your 
of traffic accidents. This is a real tribute to dealer today and ask him to bring you com- 


the outstanding work of the city’s police de- plete information about the superiority of 


partment, and especially to the efficiency of 
its modern motorcycle squadron. In countless 


other cities throughout the land, Harley- 


Harley-Davidson Police Motorcycles, Servi- 
Cars and Sidecars for traffic control and ac- 


cident prevention, or write. 


HARLEY-DAVIDSOX MOTOR COMPANY. 


Milwaukee I. Wisconsin 
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SAFETY FIRST 


LAST AND 


ALWAYS! 


"®@ Safety and Graubards’ have al- 
ways been synonomous. We 
here at Graubards’ consider it 
our personal responsibility to 
see that the public. specifically 
the children in our schools, are 
protected by the use of the 
right kind of protective equip- 
ment. We carry a complete line 
of safety patrol items. Pictured 
here are just a few of these 
many articles. Let us help you 
enforce traffic rules in your 
home town and school! 








The dignit thority of + es. # 
renga he oghsgpctndel Saag Highly visible rubber raincoats 


in white, yellow or black are 
also available. Waterproof, they 


looking patrol belt cannot be sur 
passed. They are available in white Metal patrol badges lend an air of offi 
or yellow plastic, and in white web cial importance to the members of your aso caleba fer use the yeor 


Metal hardware is of rustproof nickel School Safety Patrol. Officer's badges round. They may be had with 


Entire belt is easily cleaned, and is are gold color, members’ finished in the school, city or sponsor's 


adjustable nickel. All are complete with pin clasp name on the back 
7 . ae 


Snappy eight point style gabardine caps are available in navy blue, other colors 
available on special request 
eee 
Write for our folder on complete line of safety patrol accessories. It contains the following 


needs: overseas caps, felt emblems, patrol buttons, caution flags, rainwear, armbands, rubber 








footwear, and the “Corporal Digby’ Safety Sentinel. 


WORLD'S LARGEST SAFETY PATROL OUTFITTERS 


Graubard’s 


266 MULBERRY sT. NEWARK 2, N. J. 
DEPT. 40 
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SAFETY 


.. « BETWEEN STOPS... 


OVER for our October issue aptly 
enough gives us a bird's-eye view of 
Chicago's downtown front-yard. The new 
Council officers are nestling right under the 
banners inviting you to “See us in Chicago 
38th National Safety Congress & Ex- 
position . . . October 16-20, 1950." And 
your Council staff most earnestly hopes you 
do take time to visit the new offices during 
your visit to the Congress 
The new office location can be reached 
via the bridge to the south of Tribune 
Tower, looming in the right foreground. 
Far to the south, down Michigan Boule- 
vard is the Stevens Hotel, spewing white 
smoke, probably just getting all hotted up 
for Congress doings 
For those with an eye for spotting loca- 
tions, we have gone into great detail in our 
centerspread (pages 20 and 21) to really 
come up with an aerial view of Congress- 
town, U.S.A. Every hotel has been located 
and a glance should tell you how many 
blocks from where your reservations say 
you're living to the Congress sessions you 
will want to attend 
See you in Chicago October 16-20. 


* * * 

“LOOK, MISTER! USE YOUR EYES!” 
That's the slogan in Detroit, Michigan, these 
days, where the Traffic Safety Association 
is going all out to keep people from killing 
themselves. In the first eight months of 
1950, says the TSA, 2,759 pedestrians met 
death or suffered serious injury. Many of 
them walked smack right into the accident 
The Trathc Safety Association hopes con 
certed action by all traffic agencies can 
check the toll. Amen, says we 


x * * 


The Pick-Up, nationwide house organ of 
the United Parcel Service comes up with 
this highly illuminating item on guarding 
parcel delivery vans against pilferage. In 
London, says the UPS publication, dogs are 
being employed to guard against this type 
of loss. “They (the canines) are proving 
highly successful. It would be a_ bold, 
brave spiv who would try to sneak a pack- 
age of nylons from a van while one of 
these chaps was on the tailboard!’’ Many 
of the dogs live at home with the drivers, 
who receive a special maintenance for their 
food and keep. 
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By B. R. Caldwell 


Deputy-Chief of Police, 
of 


T ratte 


~~ 


Bureau 


i 


( 


and Commander 
Angeles, Calif 


Los 


py 


HERE was a time a few 


short 
e\ 


radio 


the Angels 


teared to tread 


was a place where angels 
but Los Angelinos no 
their very 
lives as they go about their daily tasks 
and the 


no longer is a 


longer have to fear for 


constant sound of ambulance 


daily reminder 
to travel the city streets ts to in 
d ath, injury or ¢ loss 
different 
for 
They 
Angeles. The 


49 was the smallest 


onomi 


Things are now! Travel 


has become safer otorists and 


longer 
trathe toll 


since 


estrians a live 


in Los 
were but a 


le registrations 


fraction of their present number. And 
more significantly——in just three years 
the annual death toll dropped from 
505 persons killed in Los Angeles 
trafic in 1946 to 269 deaths in 1949 

This tremendous saving in lives and 
property was no accident. It was the 
logical result of a trafhe control ard 
accident prevention program put infp 
effect after being recommended by thé 
Trathc Division of the 
Association of Chiefs of Police after a 


International 


survey of our trafhc problem and our 


trathe facilities, and which resulted in 


195 
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One segment of the largest city motorcycle squad in the 
world, the Traffic Enforcement Division of the Los 
Angeles Police Department. These men supervise 5,699 
miles of city streets, including 29,264 intersections. 


a reorganization of the Los Angeles 
Police Department's traffic facilities in 

March, 1941 
World War II intervened before 
the full effects of our program could 
be felt and the postwar reaction to th 
release of controls gave us some head 
aches which seemed insurmountabl 
as the death toll swept upward to 
peaks approximating those reached 
during the trafic holocaust of 1941 
But the persistent application of efte 
tive and proved remedies which wer« 
incorporated into our trathe contro} 
and accident prevention program paid 

off in the enc 
The sheer magnitude of the traffx 
problem in Los Angeles is frightening 
at first glance. It is a city of mag 
nificent distances. The growth of Los 
Angeles was tremendously influenced 
by the automobile. Today's city has a 
million and a half vehicles registered 
in the metropolitan area too 
Next Page 
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View of an intersection located along the tremendous freeway 
program now going on in Los Angeles. Through congested 
areas this type of super-highway costs as much as $10 million 
per mile. Note the four levels and varying interchanges. 


Congestion plus on a downtown Los Angeles traffic artery. 
Streets and public transit designed to serve the city in the last 
century create problems in dealing with present-day traffic. 


Throw them off-balance say the engineers, and Los Angeles uses 
off-set streets to handle traffic volumes. Bulk of trafic moving 
toward camera has been assigned 4 lanes of traffic, light traffic 
in opposite direction gets 2 lanes. Markers (portable) at 75-ft 
intervals keep traffic in the desired lanes 











They live longer in 
LOS ANGELES 


Bumper to bumper, parked or moving, Los Angeles deals with maximum 

trafic volumes. At left above: Snail’s pace at day’s end is frustrating 

experience for homeward bound. Above right: Perimeter parking in 

: , city outskirts with adequate public transit will check traffic congestion 
many vebucle not enough arterial 

strects 

the tact that less than 


ommuters use Mass transportatior 


the balance drive thetr 


And all this is aggravated by 
i per cent of 


the 
Ihe bulk of 


own cars to and from work 


There are enough streets within th 


limits of Los Angeles to reach 


ity 
Los \ peles to New York ( ity 


from \ 
und back again 


and ut trattn 


with 10 intersections 
af signals along each 


mile of the route Intermeshed with 


immensity is the fact that Los 


is not really a single city a 
ollection of dozens 


this 


Angeles 


all, but us rather a 
of separated communities, each large 
enough to be a respectably-sized city 


rogencous medley of 


further complicated by 
! Alert intersectional control officers in central district are a must in main 
and reducing hazards to pedestrians 


Los Angeles ts surroundes 
taining constant vehicular flow 
Heavily congested corners rate two officers. Below: Accident investi 


1 » with 
gation covers all collisions involving injury or serious damage 


r IScs completely 
pendent cite 


departments d 


National 
(srour l 





PICK AMERICA’S 


Top Traffic Courts 





Bar Association Committee Names 16 Cities for 
Best Traffic Court Performance and Improvement 


MERICA’s top trathc courts have 
been picked in the American Bar 
Association's Third Annual Traff« 
Court Award Contest. Sixteen cities 
were selected for honors in eight 
groups of cities of more than 10,000 
population 
The Contest was conducted by the 
Section of Criminal Law and the Se 
tion’s committee again used the facili 
ties of the Annual Inventory of Trath« 
Safety Activities and staff assistance 
from the National Safety Council 


The winners are 


(Cities with population of 
over one million) 

Los Angeles, California 
Mention—Detroit, Michi 


Group I 


ist Place 

Honorable 
gan 

Group Il-—(Cities with population 

between 750,000 and one million) 

Honorable Mention—Cleveland, Ohio 

Honorable Mention—Baltimore, Mary 
land 

Group IIl—(Cities with population 

between 500,000 and 750,000) 

Honorable Mention Minneapolis, 
Minnesota 

Group IV-—(Cities with population 
between 200,000 and 500,000) 

ist Place—Denver, Colorado 

2nd Place—Cincinnati, Ohio 


Group V—(Cities with population 
between 100,000 and 200,000) 
Ist Place Tie—Evansville, Indiana 
Salt Lake City, Utah 
Group VI—(Cities with population 
between 50,000 and 106,000) 
ist Place—Covington, Kentucky 
2nd Place—Pasadena, California 
Honorable Mention—Montgomery, 
Alabama 
Honorable Mention 
Group VII—{Cities with population 
between 25,000 and 50,000) 
Ist Place——-W atertown, New York 
Group VIIL—(Cities with population 
between 1,000 and 2,500) 
ist Place 
2nd Place 


Evanston, Illinois 


Greeley, Colorado 
Las Vegas, Nevada 





Special tribute was paid to Wash 
ington, D. C.; Milwaukee, Wis.; Kan 
sas City, Mo.: Portland, Ore., and 
Akron, O., for the 
high standards which enabled them to 


maintenance of 


win awards in previous years 

The committee of judges of the 
American Bar Pratt 
Court Award Contest was headed by 
Wayne P. Morse Others 
included Roy A. Bronson, Arthur | 
Freund, John A. Snively, and James 
Bennett 


Association § 


chairman 


Six hundred and one cities partic 
pated in the Trathc Court Award Con 
test. The committee reported many 
improvements in practices and proce 
dures in urban trathe courts since the 
inauguration of the contest. Progress 
ichieved during the past year shows 
that the contest is fulfilling the objec 
tives set out in the authorization re 
ceived from the House of Delegates 

The most encouraging aspect of this 
ontest is that previous winners ot 


make addi 


tional improvements in their practices 


iwards have continued t 


ind procedures 


Suitable plaques and certificates will 


be presented to each city at appropriate 
ceremonies in the trathce courtroom 


The Council of the Section of Ju 
ficial Administration concurred in the 
report of the Trathc Court Committee 
with respect to the first state award 
authorized by the House of Delegates 
at the last annual meeting. The Com 
mittee and the Section unanimously 
selected the State of New Jersey for 
the first annual state award for im 
provement in Trathc Court practices 
and procedures on a statewide basis 
This award ts predicated on the fol 


hMOowiny 


1. Reorganization of the court system 


2. The adoption of uniform rules of 
procedure for trafic courts. 

4. The adoption and use of a uniform 
trafhic ticket 

i. The supervision of all trafhic courts 
by the Supreme Court and the Ad- 
ministrative Office of State Courts. 

5. The holding of annual judicial con- 
ferences for Traffic Court Judges 
and Prosecutors. 

6. The careful selection of courtroom 
facilities to be used by the traffic 
courts of the state 

Interest in the contest has increased 

each year. It is hoped that next year’s 
ontest will reach all cities of more 
than 10,000 population 

In session concurrently with the 

American Bar Association Conference, 
the American Trial 
Courts of Limited Jurisdiction passed 


Association of 


a resolution calling on the legislatures 
of the various states to appoint an 
igency, preferably headed by the chief 
justice or the Judicial Council, make a 
survey of the various courts within 
their jurisdiction and report their find- 
ings and recommendations as to court 
improvements as soon as possible 

The aim of the resolution is to elim 
inate courts of overlapping jurisdic 
tion, those improperly housed or with 
unqualified jurists. (Specifically justice 
of the peace courts, etc.) 

The resolutions committee was 
headed by two justices of the peace 
Otto E. Lichti, of California, and John 
L. Mokersky, of California 

Newly elected ofhcers of the Amert 
can Association of Trial Courts of 
Limited Jurisdiction are: Marshal 
James S. Markey, Santa Monica, Calif 
president; Judge Keith Lowery, Buck 
eye Lake, O., first vice president 
Alfred Kamin, Skokie, IIL, 

cond vice president; Judge John Ko 
kersky, Inkster, Mich., secrefary-/rea 
Jack Niebling, Mo 

ial 


line, Ul., atonal ganizer 


Judge 


uver, and Judge 





Personnel of the 
Transit Company got a chuckle 
out of this picture when it appeared on 


‘ ompany 


The author at right 


Sioux 


bulletin boards. The caption 
read “When this man’s desk is clear, 
the Company is making money.” They 
also got the point and it helped snap-up 
the accident prevention effort 


wre 


SSS 
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IOUX FALLS 
TRANSIT IS SAFER 


By I. C. Thomas 


South Dakota Transit Line Uses NSC Services 
to Slash Accidents Nearly 60 per cent 


— n Sioux Falls, South Da 
kota, are never at a loss for the 
inswers When it comes to a discussion 


asked 


you transits sater these 


transportation It 


4) vot sound like an acco 
transit safety | adership in the 
opolitan ireas, but our peo 
their information = tirst 
ride our buses and have 
vantave of knowing the drivers 
th them of ompany policy 

the oft-hours So 

Ss pretty straight and 

re worth listening to 

Sioux Falls know tor 

accident prevention 1s 
perating philoso hy of 

that ts really to} 


with us 


A person living in a city of 45,000 
population gets to know what makes 
the public utilities, business enterprises 
ind other establishments tick. They 
fooled successfully by talk 
of one kind and action of an opposite 


an't be 


nature You have to really mean it 
when the company takes a position 
tor it has to be backed by the com 
panys action in the direction chosen 
or announced 


Our experience with accident pre 
vention programs 1s probably typical 
of the smaller compantes. In the years 
prior to 1942, our accident rate was 
on a parity with most others. The in 
surance company issued awards, gave 
pencils 
to drivers with good 
safety records. We held sporadic safe 
ty meetings with the accent on talk 


prizes such as automat 


knives, belts, et: 


In the early part of 1942 the Gov 
Aircraft Radio 


Communications School in Sioux Falls 


rment set up an 


The demand tor public transit facili 
ties skyrocketed. Almost instantly the 
Sioux Transit Company doubled the 
number of pieces of equipment oper 
ated and more 
personnel 


than doubled driving 


The author was placed in charge 
of drivers in February, 1942. I had 
been a driver for 20 years, prior to 
being taken into the supervisory oper 
ation of the business. My driving 
record was just average, and I had no 
particular understanding of what it 
took to prevent accidents. We always 
had been taught that if we tended to 
business and watched where we werc 
driving, we could keep out of acct 
dents, but it isn’t that simple ’ 

In 1945, the Sioux Transit Cog 
pany appointed me Safety Superintend 
ent with responsibility for the conh 
pany accident prevention program. W« 
had about $0 coaches and 65 drivers 


The first year of my tenure as di 
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ACCIDENTS FOR THE YEARS 
1945- 1946- 1947- 1948- 1949- 1950 
6 4 @ @ #«%SO 51 


June 12 9 3 14 10 6 
July 10) «615 8 11 7 
August 7: @ Oe 8 18 


September 22 12 10 6 7 
October 18 6 5 8 7 
November 15 20 13 24 i 
December 48 a: oe ee 


January 6 146 &- 25 9 
February 3 2S 23 8 6 
March 2 a. 9 
April 17 6 14 ’ 7 
May Bo 42° AP Ou ’ 


214 154 161 150 93 6 
Note: Our imsuran yea s from June 
through May 3ist 


Miles 
No. of Miles Between 
Accidents Year Traveled Accidents Rate 
214 1945-46 1,572,381 7,347 13.61 
154 1946-47 1,277,235 8,293 12.14 
161 1947-48 1,550,835 9,632 10.32 
150 1948-49 1,740,481 11,604 8.61 
94 1949-50 1,687,873 18,149 5.50 


rector of the program, we had 214 
accidents, 38 of them occurring in De 
cember alone 


The streets were covered with ice 
for the entire month of December 
that year and driving was very treach 
erous. Such accidents as occurred wer 
accepted as a matter of tact as some 
thing to be accepted as part of the 
price of winter operation 


In May 1946, Sioux Transit Com 
pany joined the National Safety Coun 
cil and naturally participated in the 
work of the Transit Section of the 
Council. We began studying Council 
material and discovered that there was 
a cause for every accident 


As a result, we were able to explain 
to our drivers the basic causes of their 
accidents and we got an enthusiastic 
acceptance from the drivers because 
we told them how to avoid such acct 
dents. It was no fault-finding session, 
designed to place blame for fleet casu 
alties; instead, drivers found that they 
were being helped to avoid accidents 
and they responded in fine style 


Our drivers began to demonstrate a 
lively interest in our safety program 
and from our program's inaugural we 
have had a continual 
accidents 


reduction in 


We try to maintain that interest in 
accident prevention among our drivers 
via information on what the fleet is 
doing and helpful aids for drivers 
Our bulletin boards offer one medium 
for reaching the driver and keeping 
him informed on progress of the acc 
dent prevention program and we kee] 
it up-to-the-minute 
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One portion of the bulletin board 
is devoted to a running account of the 
accidents of the month. This is broken 
into columns headed: “ Accidents Yes 
terday,” “Accidents So Far This 
Month” and “Accidents a Year Ago. 
Drivers keep posted on the status of 
the company accident prevention pro- 
gram in this way and when new figures 
are posted, we always have a crowd 
around the board as each shift of 
drivers comes on duty 


We use another portion of the board 
for a record of accidents for cach month 
of the year since 1945, and drivers are 
interested in this month-by-month 
comparison and many of them can 
quote you chapter and verse on what 
the Sioux Transit fleet did over the 
years during the hazardous months of 
the year. 


Of course, none of the progress 
made in accident prevention has been 
by accident. Top management in our 
company has been extremely interested 
in all phases of the program Kindly 
encouragement and friendly sugges 
tions have been forthcoming ever 
since the program got under way 
Fred T. Mills, general manager, has 
backed us to the hilt, and Harold 
Warren, route superintendent, has 
made a substantial contribution to the 
program through his thorough training 
and retraining program and the con 
sistent interest maintained in safety 

From the inception of our program, 
safety meetings played an integral part 
in our fleet accident prevention pro 
gram. At first we held them quarterly 
presenting National Safety Council 
Safe Driver Awards to drivers just 
as soon as they had earned them, and 
with suitable ceremonies at such meet 
ings 

We make as much fuss over one 
driver receiving a 1-year NSC Safe 
Driver Award as some fleets do about 
a mass award presentation program. It 
certainly impressed our drivers with 
the importance of the Safe Driver 
Award Plan in our scheme of things 
Employees tend to stay interested in 
what the interested in 
It is up to us to manifest a deep in 
terest in 


company 1S 
accident prevention, if we 
wish it to play a significant part in 
our Ope rations 


Since 1949, we have held 
meetings every six wecks, with award 
meetings twie a year. Safe Driver 
Awards have been presented by ou: 
chief of police 
Satety the general manager 
of our company, and the safety super 
intendent. And our drivers know we 
rate the NSC Safe Driver Award as 


safety 


secretary of the local 
Council 


the symbol of the true protessional 
driver 


Our safety meetings are also con- 
sidered important by both management 
and by the drivers. We try to vary 
the discussion so that it covers forums 
on certain kinds of accidents, talks by 
outstanding personalities outside the 
company, participation by the drivers 
themselves, plus the viewing of films 
on subjects ot particular interest or 
hazards encountered 

The driver plays an important part 
in our program and our thinking. He 
puts the accident prevention to work 
each day he takes a company vehi le 
out on the street. His philosophy, at 
titude, family problems and financial 
difficulties are all reflected in our ac 
cident totals. Small wonder then that 
we are vitally interested in what he 
thinks and how he acts 

We think that a personal interest in 
accident prevention by management ts 
reflected in the attitude and perform 
ance of the drivers. Our experience 1s 
that from 60 to 70 per cent of the 
drivers attend our safety meetings, al- 
though they do so on their own time 
and are not pulled either by door 
prizes, lunches or other incentive save 
a genuine pe rsonal interest in the safe 
ty program 

Our drivers play an important part 
in our program because they partici 
pate as factors in the program. They 
serve on our Accident Review Board, 
where they come to know that judg 
ment of another's accident is no per 
sonal matter but, rather, a demonstra 


tion of cause and effect 


In judging responsibility for acc 
dents, we are a bit more lenient with 
the drivers contending for insurance 
awards. We feel that if a driver re 
ceives an insurance award, he is morc 
apt to strive to rate a National Safety 
Council Safe Driver Award 

Our drivers know that the NSC 
Safe Driver Award is recognized all 
over*the United States as the national 
symbol of safe driver achievement 
And, of course, judgment of accidents 
for such awards is made strictly in ac 
cordance with the Safe Driver Award 
Plan 

We found that safety pays off in 
tangible ways. Our accident preven 
tion program has put money in the 
bank for both our company and our 
drivers. Just for the record, here's a 
chart of our experience over the past 
five years. It adds up to a reduction 
of close to 60 per cent in accidents 
That's worth working for. And it’s 
oncrete evidence that Stoux Falls 
Transit zs: safer! 








ARIZONA 


LINES UP FOR UNIFORMITY 


By William E. 


NEW ERA in trath 


ishered in tor the 


safety Was 

State of Ari 
Dan | 

d his signature to House Bill 


when Crovernor Crarvey 
making the principal provisions 


Act V_ of the Vehicle 


Arizona law 


Unitorm 


was a satistying moment to Gov 


myself and other pro 
model legislation, and 


ernor Gsarvey 
ponents ot the 
t also to one of the 
Arizona's his 


story of how the law 


wrot , most 
significant hapters m 
tory. the came 
into being 
Untortunately, tew Ameriwans are 
nterested in the mechanics of legisla 


results tast 


tron {ost ot is want 


im mail. Legislative re 


not isually a hieved by any 


sh-button tactics, as countless 


safety-minded service 


leaders can testify. Good 
sally take 


a work and 


in enormous amount 


Arizona's model 
legistat 
took six hard work to 

the provisions of Act V of 


t 
Code into Ar 


1On Was nO EX eption 


years ot 


Vehick 
The record of that unr 
i} and the many individuals 
would 
There ‘ 


ibout 


who contributed to tts passage 


robably reading 


nothin romantn 
price 
which mus paid we are to make 


hard work u t ot the 


provress im accident prevention on the 
streets and highways of our State and 


Nation 


First of 


Craig 


roots werent al 
fact that it was 
such an agency, and the shock of actu 
illy seeing it in action will probably 
stay with all of us who had a hand 
in lining Arizona up on the side of 
uniformity as far as rules of the road 
und trafic procedure are concerned 


organization. We 
ways conscious of the 


We saw public support in action 
during the public hearing on House 
Bill 5, and as the crowds jampacked 
the House Chambers to the rafters, 
weren't at all sure they were all on our 
side. The tension prior to the open 
ing of the hearing was terrifhc. We 
were concerned over this outpouring 
every Arizona life 
just didn’t know what to expect and 


trom section of 


were prepared for the worst 

We were stunned at the spectacle 
as legislator after legislator, highway 
commissioners, engineers, truckers, the 
representatives of labor and of man 
civic and leaders 


agement, service 


members of city councils and boards 
of supervisors (many of the foregoing 
taking 
fence on 


accustomed to 
of the 


Opposite sides 
other 
forcement officers, housewives and just 


issucs ) en 


plain citizens raised their hands, were 
acknowledged by the Speaker, walked 
to the forefront of the House Chamber 
spoke for Housé Bill 5 and urged the 
Arizona Legislature to it and 
pass it quickly 

Wi just sat 


hanging out. Sure, we had 


pass 


there with our taces 
worked 
on public years 
drummed it up and down the high 
ways and byways of Arizona, rallied 
the top people of the State-—-the good 
folk to back this legis 
lation. And we had seen it in action 
But we were simply awed 


it the ettect of 


support for six 


worthwhil 


preceme al 


i grass roots uprising 


despite the fact that we had been work 
ing for it the better part of a decade 
Believe me, it is most effective 


Our first attempts to give Arizona 
the benefit of model traffic legislation 
knew no such overwhelming demon 
stration of support. In fact, when 
Horace Moore, then superintendent of 
the Arizona Highway Patrol, first un 
dertook the initial phases of the job in 
1942, he soon sought help from the 
Trathe Safety Division of the Arizona 
Highway Department 
was then merely a 
two divisions 


Public support 
dream. But the 
jointly surveyed the 
problem and started a first draft for 
legislative enactment. The teamwork 
they started has held over the years 
and both divisions rate the thanks of 
the forward looking citizenry in Ari 
zona for their unselfish work in con 
nection with this long and arduous 


task 


About the time the twin state staffs 
had begun work, Sidney P. Ostor», 
then Governor, organized the Arizona 
Accident Prevention Council under the 
leadership of Senate President Paul ¢ 
Keefe, of Clarkdale. Despite the fact 
that its primary responsibility was to: 
industrial accident prevention, — the 
Council found its No. 1 headache to 
be trathe and expanded its activities 
to cover this tek It took the tenta 
tive survey of the Uniform Vehicle 
Code as compared with Arizona's law 
under its wing and gave it—by virtuc 
of the Council membership of 0 
prominent leaders strategically located 
throughout Arizona —its first staté 
wide public support yroup 


One of the hardest workers in the 
Arizona Legislature, W. G. Rosen 
baum, “Dean of the House,” was 
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pointed chairman of the Council's 
Committee on Uniform Trathc Laws 
He had a wealth of experience and an 
intimate knowledge of legislative pro- 
cedure, and he knew that a compre- 
hensive analysis of the trafhe code of 
Arizona would be invaluable in pre- 
senting the plan to the members of the 
legislature 

He sought the aid of the Uniform 
Laws Division of the Automotive 
Safety Foundation in Washington, 
D. C., and the Legislative Committee 
of the National Safety Council, in 
Chicago. Both these organizations 
could see the potential of the Arizona 
Plan and agreed to make a compara 
tive analysis of the Arizona traffic code 
with Act V of the Uniform Vehicle 
Code. This was the first such pattern 
analysis of its kind ever made in 
America. 

Our first effort—-House Bill 188 
failed to pass during the regular session 
of the Arizona Legislature in January, 
1947. A second effort was presented 
to the fifth special session as House 
Bill 36. It, too, was counted out as 
time ran out and the session ended 

It may seem trite and uninteresting 
to cite the failures we experienced in 
our struggle to modernize Arizona's 
trafthe code. And, if they really were 
failures, perhaps it would be both trite 
and uninformative. But, actually, each 
effort was a small portion of the total 
victory. For the efforts made were 
cumulative in their effect on future 
legislation both from a standpoint of 
better public understanding of the 
problem and improving public rela 
tions all along the line 

With each try, more people were 
brought into the orbit of the best in 
formed on the pending legislation; 
more disciples of trathc safety were 
trained and a great body of publi 
opinion and potential public support 
was sprouting at the grass roots 

We had actually developed a public 
support organization. Our speakers 
invaded the rural areas and made the 
rounds of civic, service and fraternal 
organizations. Newspaper _ stories, 
magazine articles and radio programs 
had dramatized the need for uniform 
laws and streamlined legislation fo 
cope with the motor age 

We had the best informed opinion 
in America on our side, and Lous R 
Morony, director of the Uniform Laws 
Division of the Automotive Safety 
Foundation, and Earl F. Campbell 
director of Field Organization, of the 
National Safety Council, sat in ses- 
sions with our legislators and met with 
our public bodies 
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In a historic ceremony Act V of the Uniform Code became Arizona Law, when 
Governor Dan E. Garvey (seated) signed House Bill 5 and made a six-year dream 


an accomplished fact. Gathered around 


ceremony were: State Representative William FE 


Arizona chief executive's desk for the 
Craig (the author); John B. Mills, 


president, Maricopa County Chapter, National Safety Council; A. Glenn Smoot, traffic 


engineer, Arizona Highway Department, Representative Mrs. W. G 
baum; and Representative Harry Wimberly. 


We had begun to get a notion of the 
kind of organization which had taken 
shape to back this legislative effort, 

in our third try, really did some 
checking up on Our timing 

We built up the weak spots in our 


anc 


public support and media network 
before we launched our third cam 
paign. Stories and radio broadcasts 


were timed to fit in with public dem 
onstrations in every village and town 
in Arizona 
and in the homes were talking about 
and thinking of traffic safety. We had 
begun to click 

Radio commentators explained in 
everyday language the technical phases 
of the law. Civic, service and frater 
nal organizations adopted as a major 
project of their safety committees, the 
job of generating interest in and sup 
port for uniform traffic legislation 

Throughout the task, the bulwark 
of strength remained the Dean of the 
House, W. G. Rosenbaum. He worked 
long and tirelessly, doing the many 
things necessary in putting across such 
an important and voluminous bill as 
this. The third draft, introduced in 
the Nineteenth Regular Session in 
January, 1949, was known as “House 
Bill Number Here—it was 
thought—was the one which would do 
the trick Lucky 

Three days after the session began, 


The Honorable W 


The people on the streets 


misfortune struck 


(Polly) Rosen- 


G. Rosenbaum suffered a fatal heart 
attack. His passing was mourned by 
thousands of friends. The people with 
whom he had worked on this bill were 
doubly struck. First, the personal loss 
which they felt, and second, the fact 
that ‘Rosie’ was the touchstone of the 
crusade. Things were not 
dark as they looked, though. The 
Board of Supervisors of Gila County 
appointed Mrs. Rosenbaum to fill 
Rosie's” unexpired term Rosie's 

friends, and Polly's, too, came to her 
aid. The author took an even deeper 
interest in the fight for the passage of 
Act V. Representative Rosenbaum’s 
death necessitated a reorganization of 
forces and strategy. Time did not per- 
mit the type of job which needed to be 

{ even though considerable 


quite as 


done, anc 
progress was made, the regular session 
ended before the work was fully com 

pleted 
We realized the magnitude of the 
job ahead of us and planned a sound 
program of preparation. With Alfred 
Paul, Jr., of Paulspur, a fellow mem 
ber of the Legislature, I attended the 
President's Highway Safety Confer- 
ence in May, 1949. While in Wash- 
ington we gathered all kinds of data 
and technical information relating to 
Act V of the Uniform Vehicle Code 
and faithfully attended all the ses- 
sions of the Committee on Laws and 
To Page 28 








T'S A GOOD 


OMBINATION 


East Bay Chapter and NSC Motor Transportation 
Bureau Team Up to Give Local Fleets Top Service 


|* baseball the old double play 

Tinker-to-Evers 
to-Chance’ made baseball history and 
It paid ott, too, tor 


ombination of 


won many a flay 

it won the hearts of fandom every 
where 

It tootball. not too long avo Mr 

ind Mr Outside ( Felix 

Blar id Glenn Davis) 

the ridiron and 

Army olors im the wil 

iInending procession i 

touchdown twins carved 

into football history They 

ert winning combinatior 

vood sense that 

you want wrnoin pall 

accidents, yor 


find 


Supt ly the industry 


At least, we ficet 
isors in the Eastbay 
ilitornia, and the UU 


way ibou 


ombination we were 

the use of the tunda 

omprising the com 

rtation services ot the 

ty Council plus the con 

ind on-the-jol 

Eastbay (¢ hapter ot 

Council 

ood combination 

ECessary 


vidual 


By Herbert P. Moore 


the result of 20 years of experience in 
sdministering the Safe Driver Award 
Plan 

We use our own local fleet contest 
to develop competition and measur 
progress amony those competing in our 


sonben This progress can be measured 
ind compared only because we have 
standardized the definition of acc 
lents. This makes for uniform report 
iny and the accumulation of reliable 


tatistical information 


An important factor tn accomplish 


vw this standardization involves the 
ise Of nationally accepted definitions 
of ‘preventable accidents’ (tor award 


purposes) and “reportable accidents 


(tor contest Purposes ) 

A “preventable accident” is any ac 
ident involving a company vehicle 
hich results in property damage and 
or personal injury, regardless of who 
was injured, what property was dan 
ived, to what xtent or where it 
occurred, in which the driver in ques 
tion tailed to exercise ever) vossible 


precaution to prevent the accident 


A reportable accident 
lent in which the contestant’s vehicle 


parked 


where such accident results in death 


is any acct 


is involved, unless properly 


personal injury, or property damage 
An accident is reportable regardless 
of who was hurt, what property was 
lamaged or to what extent, where it 
occurred, or who was responsible 
Our fleet supervisors adopted the 
project’ of accident reporting as onc 
of the elements of their driver train 
ing programs. This produced a re 
markable effect and improvement in 
the entire field of accident reporting 
recording and analysis. Further, it met 
with the 


lam department S anc 


complete approval of the 
insurance com 
panies of the fleets entered in our 

It, theretore 
found F ‘ oadt lent 
oundation 0 he Overall acciden 


supplied ad working 


prevention program with special em 
phasis on the treatment of accident 
repeaters, the driver re-training pro 
gram and the supervisory mechanisn 
of operating departments 

You expect a professional to be 
No matter what he does 
whether he plays baseball, mixes sodas 


good 


at the corner drugstore, or drives a 
truck he should 


he good 


if he's a pro 


And if he's in a line of work that 
boasts plenty of amateurs, he has to 
be even better than good. And where 
are there more amateurs than on the 
highway? Yes, a professional driver 
has to be good. And good means that 
he has to be safe 

Safety 1s the “pro” driver's responsi 
bility. And it’s your responsibility 
too, if you are in the motor transpor 

After all, he’s work 
That's your equipment 
You re paying the insur 
You're sharing the 


tation business 
ing for you 
he's driving 
ance premiums 
risks he takes 
Everybody in the 
at safety is an essential part of the 


business knows 


Psychophysical testing for drivers is one 
of services offered fleet members of Ease 
bay Chapter, National Safety Council 
The driver being tested is from Peerless 
Stages, one of first groups in the East 
bay to take out a combined motor trans 
portation service membership 


Public Satety for October, 195! 





operation. We certainly realize it in 
our organization. We have to have a 
safety program and a good one. We 
have to do our part to train our driv 
ers, to see that they keep on their 
toes to keep them constantly alert 
to all the hazards of the road to 
see that they keep physically 
handle our heavy equipment. We also 


t to 


have to keep our equipment In safe 
condition and maintain accurate rec- 
ords of accidents 


Obviously such activity means a 
fairly extensive program. We could 
do it ourselves. We could develop 
our own educational materials, acc 
dent forms and other safety aids. But 
we don't have to 

As a firm holding a combined fleet 
membership in the local Green Cross 
chapter and the National Safety Coun 
cil, we have a whole staff of safety 
experts at our service giving invaluable 
assistance to our safety committee 


Our dispatcher, Ray Raymond, who 
has the safety assignment for our fleet, 
says NSC materials are a ‘big help 


and he should know. He uses them 


Our guide is the National Safety 
Council's Transportation Safety Man 
ual, covering such subjects as driver 
training, accident 
et NSC 
keep us up to date on current fleet 


records, meetings 


magazines and newsletters 


safety problems and their solutions 


Statistics on accident rates and other 
valuable information are compiled and 
sent us for local use. Locally and na 
tionally we're kept abreast of accident 


prevention progress in our field 
Colorful safety 


messages designed especially for motor 


posters carrying 


transportation men, and the humorous 
Safe Driver’ 


bines a good laugh and a good mes 


magazine, which com 


sage at the same time, painlessly teach 
safety to our drivers 

And because we expect our men to 
be good—they are pros 
even in a line of work that's far from 
easy, we like to give them the recog 
nition they deserve for their achieve 
ments. We are as proud as they of the 
NSC Safe Driver Award winners in 
our fleet 


you know 


The materials our combined mem 
bership brings us from National are 
helpful. Equally helpful, too, are the 
services we receive from the Eastbay 
Chapter office. As a part of its Motor 
Transportation Division, we can call 
on its staff for aid at any time 

We can use its testing equipment to 
check our drivers. We participate in 
its regular monthly meetings designed 
to stimulate safety consciousness and 
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Many transportation groups hold special worker rally meetings for award of National 
Safety Council safe driver pins. Pictured are employees of Railway Express agency 
at an award meeting at Oakland's 16th Street depot 


We have seen the effect of steady, 
safety educational 
amateurs” who 
They are learn 
ing to be better and safer drivers 


ram. And we 





improve our own p 





compete with other local fleets for year-round public 


Eastbay Chapter awards activities on these 


small invest rowd the highways 


For a comparatively 
ment——we benefit in all ways from an 


safety pro Motor transportation outfits should 


extensive, well-planned 


gram, a program for our firm and our recognize this as one of the major serv 
It's a program that we could ices that the Safety Council renders 


the industry, because it is a job we 


drivers 
if necessary——and although at a muct 
greater cost to us do ourselves ouldn’t do oursé lves 

That the fleet operators in the East 
bay area recognize the importance of 
this job is evidenced by the growth 


of the Motor Transportation Division 


But there’s another big job that the 
Eastbay Chapter and the NSC does 
for us that we could never do alone 
That's teaching satety to the general 


motoring public—-the amateurs, from of the Eastbay Chapter 

our standpoint, who create many of I recall the start of the Division 
the hazards that our drivers must con back in July of 1945. The first step 
tend with To Page 3¢ 


| 
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A 13-year no-accident record is boasted by this Railway Express agency driver 
who received his pin from Captain Wyman Vernon, Oakland's captain of traffic police, 
as REA and Green Cross officials beam their approval. E. J. H. Eggert, Railway 
Express general agent (left) and Carroll A. Trefts, Eastbay Chapter, NSC (right). 











HE blinding flash of an 

atomic explosion, the 

mushrooming telltale sig 

nal that the forces of na 

ture have been unleashed 
for attack on the industrial heart ot 
our nation has been a dread spectre 
hovering over American since Hiro- 
shima. 

We are not alone in our gloomy 
view, for that same dread of a war 
of total destruction has haunted every 
diplomatic exchange between nations 
since man harnessed the atom to the 
work of destruction and death and 
breathed life into a monster which 
by comparison makes the four horse- 
men of the Apocalypse seem like 
couriers of good tidings 

The cold war, grown hot since 
Korea, has brought this ghostly spectre 
into public view and America, typi 
cally, has begun to prepare for the 
worst possible eventualities. Plans are 
being readied for meeting total disas 
ter which strangely enough may 
avert it. 

Ready for disaster ? 

That is the question which America 
must answer. It is the question mo 
tivating American municipalities and 
states to mobilize the total community 
for disaster such as total war could 
conceivably bring. 

American states and cities are hav 
ing brought home to them as never 
before in history the fact that no man 
stands alone—and neither does any 
state or community—when 
strikes. In view of this, no plan can 
conceivably be considered a genuine 
disaster plan if it’s considerations are 
confined to a single community, for 
here the community does not stand 
alone : 


disaster 


In a physical sense, disaster may 
strike a single community, but the im- 
pact of such a blow and the resulting 
social disorganization may and often 
does have a devastating effect on com 
munities unaffected by the direct im 
pact. 

Public officials are asking what 
would happen in their communities if 
sick, starving or injured people of from 
10 to a hundred times the size of their 
present community should descend 
upon their home town—come to live 
with them. Or, what would be the 
impact of thousands of radioactive 
refugees upon their community should 
total war's total disaster be 
upon neighboring cities. 


visited 


They are potent questions and all 
of our planning tor unforseen emer 
gencies, A-Bomb attack or other dis- 
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aster must envision some of the an 
swers to them. 

A good deal of information has been 
vathered together and is available to 
cities and states which are considering 
such plans for emergencies. 1 he first 
completely authoritative document on 
the overall effects of atomic explosions 
appears in a new book, The Effect of 
Atomic Weapons ($1.25) 

Published by the Government Print- 
ing Office, it has become in the shorf 
space of weeks one of the Nation's 
best sellers. The publication contains 
material contributed by more than 100 
military and scientific authorities in 
the many fields of atomic energy work 
The damage caused by the atomk 
bombs dropped on Japan is examined 
with estimates of probable effects of 
such explosions on American cities 

The description of the nature and 
biological ade of radiations from 
the bomb should be useful to the 
medical profession and to others con 
cerned with public health. Of par 
ticular importance is the discussion of 
radioactive contamination 

The British Government has been 
preparing material to help in the train 
ing of civil defense workers in Brit 
ain. It has just published a pamphlet 
on atomic warfare, copies of which are 
available in limited quantity from the 
British Information Services, 30 Rocke 
feller Plaza, New York 20. Cost of 
the manual is 50 

The British manual does not mini 
mize the severity of an atomic attack 
Such an attack, it admits, at any time 
would be a catastrophe. It does, how 
ever, hold out the hope that through 
an understanding of the facts of the 
beinb and through suitable precau 
tions, casualties can be greatly re 
duced 

The cities of Chicago and Seattle, 
Wash., have been in the forefront of 
metropolitan centers which are ready 
ing disaster plans to meet emergencies 
The State of Washington has been 
working on disaster plans since the 
enactment of the Civil Defense Law 
in 1949. Since the State of Washing 
ton envisioned local government or 
ganization for emergencies prior to 
the Korean crisis, the accent in their 
eatly phases of planning was on nat- 
ural causes of emergency and disaster 
such as explosions, floods, earthquakes, 
etc. However, since the growth of in 
terest in civil defense, the state has 
included both defense against possible 
atomic attack and an aircraft warning 
system in the total defense plan 

The Council of State Governments 
has been working on a unified program 


coordinated with the ak! of the Civil- 
ian Mobilization Othce of the National 
Security Resources Board. The pro- 
gram discusses the need for state and 
lox al surveys ot existing resources, in 
cluding utility systems, emergency shel- 
ter for evacuated persons, hospital and 
first aid facilities and fire-fighting 
equipment 

Three pilot cities have been selected 
and two of them have been subjected 
to atom bombing on paper Seattle 
and Chicago. Washington, D. C., is 
the third of the test cities. State and 
city officials collaborated to establish 
details of an air raid with atomic 
weapons and to plan ways of meeting 
it, using fire, police, health depart- 
ments and other municipal agencies 
Fullest cooperation and coordination 
with the military forces was a feature 


of these ‘dry runs 


Approximately 20 states have 
adopted civil defense acts providing 
for necessary state and local defense 
organizations to handle disasters and 
many more are being readied for ac- 
tion. Massachusetts and New Jersey 
have typically good programs calling 
for integration of all municipal and 
state agencies in the event of need 

The District of Columbia has done 
what is probably the most comprehen 
sive job of cilivian defense planning 
among American cities. Chicago, 
Seattle, Ft. Worth, Tex.; the California 
cities of Berkeley, Glendale, Los An 
Pasadena, San Diego and San 
Francisco; Hartford, Conn Cam 
bridge, Mass.; Milwaukee, Wis.; and 
Providence, R. I., are among the lead 
ing cities of the Nation in planning 


geles 


for disaster 

Mass transportation agencies are 
also busy, working out details of how 
to use transit vehicles for ambulance 
work, evacuation of citizens from dis 
aster areas, and personnel for coordi 
nated work in municipal agencies in 
emergencies 

State, municipal and county police 
integrating their radio 
communication facilities for employ 
Trafhe po- 
lice play an important part in keeping 
communication lines open and policing 
escape routes for emergency use or 
evacuation. Trathe engineers have been 
contributing importantly in devising 
methods by means of which traffic to 


agencies are 


ment in meeting disaster 


and from disasier-struck areas can be 
re-routed or diverted 


An example of the important con- 
tributions possible for celia agencies 
is that of the Washington State High- 
way Patrol which cooperated with the 

To Page 23 





PARTNERS FOR SAFETY 


Outdoor Advertising Plays Potent Role in 
Public Education Program in Pennsylvania 


Immediate Past President, Pennsylvania Chiefs of Police 


fhe Pennsylvania Chiets of Police 
have realized for many years that 
trattn 
reduced only through a smooth-work 


accidents and fatalities can be 


ing partnership of enforcement, engi 
neering, and educational groups This 
was one reason the Chiefs of Police 
were active in helping to create and 
support the Governor's Highway 
Safety Committee. It was believed that 
this ofhcial body could weld together 
all groups interested in trathc safety 
ind provide the unity of action neces 
sary for success 

However, it soon became apparent 
that many organizations and individ 
uals were giving moral support only 
Action 


necessary to Carry 


to the Governors Committee 

on a local level 
out the 
lacking 


weld together all safety organizations 


plans of this committee was 
Something was needed to 
in each community, and at the same 
tune bind the individual programs of 
each community into the overall plan 
ot the Satety 


Commuttec 


Governors Highway 
at the Pennsylvania 
Chiets of Police Convention in Phila 
delphia 
Samuel Siegle 
the organization, and Charles R. Bird 
president of the Outdoor Advertising 
Association of Pennsylvania, for a co 
ordinated trafhc safety educational pro 
gram using 24-sheet poster panels in 


Two years ago 


a plan was put forward by 


executive director of 


every section of the commonwealth 
In the beginning, the 
.4-sheet posters, gen 


plan was [to 


utilize regular 


By Harvey J. Scott 


Superintendent of Police, Pittsburgh, Pa. and 


erally showing advertisements for gaso 
lines, automobiles, or food products; 
but gradually, special panels would be 
erected in each community in front of 
city halls, court public 
squares. When no suitable location 
could be secured on public property, 
the panels would be placed on- centrally 
located sites donated by public spirited 
business men or companies 

These community panels were to be 
of a new design created by Raymond 
Loewy Associates and adopted by the 
Outdoor Advertising Association of 
America as a new standard. The sup 


houses, or 





New ITE Officers 

Harry E. Neal, chief engineer, 
l'rathe & Safety, Ohio Department 
of Highways, was elected president 
of the Institute of Traffic Engineers 
it the annual meeting of that or 
ganization in New York City, Sep 
ember 24 





New vice presidents elected were 
| Nathan Cherniack, transportation 
} economist, Port of New York Au 
thority, and F. Bruce Brandall 
trafhe engineer, Oregon State High 
way Department Harry Porter, ]r., 
trathc engineer, National Safety 
Council, was elected secretary-treas 
urer 

Wilbur S. Smith, associate direc 
tor, Yale Bureau of Highway 
lrathc, ts immediate past president 
of the Institute 








haroeemsiecununen ' 





Association 


ports would consist only of three steel 
masts, on which would be constructed 
a metal or plywood posting surface 
180 square feet in area. The frame 
for this attractive display would be 
gleaming stainless steel 

The first panel to be erected was 
placed in Philadelphia at the south 


The author began his police career as a 
sub-patrolman in 1928. In the short span 
of 11 years he had moved up through the 
ranks to become Superintendent of Police 
of Pittsburgh, which post he has held 
since 1939. Superintendent Scott has begn 
an active member and officer of the Pena- 
sylvania Association of Chiefs of Policg 
for many years and has worked quietly 
but effectively to aid the statewide effort, 
to put the Action Program of the Presi 
dent's Highway Safety Conference to 
work. He is a member of the Governor's 
Highway Safety Committee and the Bet- 
ter Traffic Committee of Pittsburgh 
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Public education for traffic safety topped the agenda for dis 
cussion at the convention of the Pennsylvania Association of 
Chiefs of Police, held in Reading this July. From left are: Frank 
Glennie (at far left), Pennsylvania Outdoor Advertising Asso- 


side of historic City Hall. Other dis 
plays ‘were built in Chester, York, 
Pa., and Camden, New Jersey, and 
as soon as suitable locations are found, 
similar panels will be built in Pitts 
burgh, Williamsport, Media, Lans- 
downe, Willow Grove, Upper Darby, 
Springhouse Township, Darby, Johns 
town, Harrisburg, and Hershey 

These panels are placed at the dis 
posal of a local community highway 
safety group. In every instance, the 
Chiefs of Police are represented, and 
the organization is associated with the 
Governor's Highway Safety Advisory 
Committee. In Philadelphia, the dis 
plays are controlled by the Philadel 
phia Highway Traffic Board and the 
director of public safety. In Chester, 
the panel is supervised by Mayor 
Swarts’ Trafhc Safety Committee and 
the Delaware County Highway Safety 
Council. Pittsburgh will be represented 
by the Better Traffic Committee and 
the Western Pennsylvania Safety Coun 
al 
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The displays are then used to secure 
publicity tor special trathc safety pro- 
motions of local groups or organiza 
tions, and serve as a rallying point for 
these activities. The display at City 
Hall in Philadelphia best exemplifies 
how a display of this type can be used 
to best advantage. In 1949, a “Silly 
Willie” program was instituted by 
Roger Clipp of Radio Stations WFIL, 
WFIL-TV. All safety groups were 
rallied to make this campaign a huge 
success, after an unveiling ceremony 
at City Hall, where a large group was 
addressed by Mayor Bernard Samuel, 
Asst. Supt. of Police Guy E. Parsons, 
Director Walter Matthews of the 
Philadelphia Safety Council, President 
Kaufman of the Chamber of Com 
merce, Robert A. Mitchell, trafic en 
gineer, and many other leading 
citizens 

The campaign was repeated in 1950 
with “Operation Safety” under the 
supervision of Bennett E. Tousley, 
chairman of the Education and Publi 





ciation. Facing camera; Mayor Ralph Swarts and Police Chief 
Andrew J. Desmond, Chester; and Police Chief Frank Sweeney, 
Jenkintown. James Carey, chairman of the Public Relations 
Committee, O.0.A. of Pennsylvania, far right, faces camera 


city Committee of the Philadelphia 
Highway Traffic Board, and Samuel 
H. Rosenberg, director of public 
safety. 

In both cases, the campaigns were 
supported with vigorous publicity in 
the newspapers and radio stations, and 
with os space in street cars and 
billboards. Representatives of the 
Chiefs of Police and the Governor's 
Highway Safety Advisory Committee 
helped to co-ordinate the participation 
of all interested groups 

Used in this way, the City Hall 
safety display in Philadelphia has be 
come a symbol of unity of action in 
trafhc safety campaigns. It demon- 
strates to the people, to enforcement 
officers, and to civic authority, the 
fact that traffic safety is receiving the 
whole hearted support of responsible 
organizations and citizens. This pro 
gram, duplicated in every community 
in our Commonwealth, can weld all 
groups into a strong, lasting “Partner 
ship for Safety.” 











THE FIFTH HORSEMAN 


Fire takes annual toll of $667 million in property — 11,000 lives 


NAMINE, Pestilence, War and Death! 

These are the four horsemen of the 
Apocalypse to which may be added another 
rider and reaper of the whirlwinds of de 
struction— Fire the Fifth Horseman! 

Annually, in October, the National Fire 
Protection Association sponsors a Fire Pre 
vention Weck. The week designated is al 
ways that in which October 9, the anniver 
sary of the Great Chicago Fire in 1871 
falls. This year it’s the week of October 
8-14—-designed as the start of an all-year 
round program of fire prevention 

This campaign to reduce fire losses de 
serves the enthusiastic support and coopera 
tion of every public othcial, every citizen, 
every civic and service organization, every 
organized group in America 


¢ Last year fire losses cost this country 
£ thousands of lives and more than $667 
Z 500,000 in property loss. Annually, an 
E iverage of 11,000 persons lose their lives 
in fires. And many times that number 
suffer incapacitating or painful burns and 
injuries. A majority of these deaths occur 
in homes where more than 400,000 fires 
were reported last year The victims of 
these home fires are largely women and 
hildren 
The National Safety Council is caver to 
lend its support to such a worthy caus 
and urges its members in all sections of 
the country to join in local, state and na 
tional programs 
bs Deaths and property losses from fire are 


increasing mainly because of the careless 
smoker. Out of the $70,000 fires which 
ittack U.S. buildings annually, about 91,000 
ire caused by careless smoking. Careless 
liscarding of lighted matches and smoking 
materials was responsible for nearly 30 per 
ent of all fires from known causes ovet 
1 10-year period. Smoking in bed accounts 
for the largest loss of life 

Misuse of electrical equipment ranks se 
ond as a cause of fires, while the accumula 
tion of rubbish, use of flammable liquids 
for cleaning and detective chimneys con: 
tribute to a vast majority of home fires 

Remember- Fire Prevention Week ts just 
the starting point for a year-round drive 
against fire losses. Don't forget fire pre 
vention when Fire Prevention Week ts over 














By Tom A. Burke 





— councils generally played an important part in 
7 the nationwide trafic safety educational program in 
connection with the recent Labor Day holidays 

Councils and Chapters everywhere stressed the importance 
of careful driving at reduced speeds and urged the driving 
public to regard the highway accident problem over the 
holidays as a real emergency 

In six Northeastern States cach governor issued a special 
proclamation urging full cooperation on the part of the 
public. The Mayors of all cities and towns were asked to 
help through direct appeals to local citizens. Twelve local 
safety councils and NSC Chapters and several state organi 
zations were urged to parti ipate and lead the promotional 
activities in their respective areas 

This idea for a regional attack from Manager 
William F. Rogers of the Berkshire County Safety Council 
who felt that more could be accomplished if all councils 
public officials and other interested persons worked together 
for the common objective 


ame 


Governors Frederick G. Payne of Maine, John O. Pastore 
of Rhode Island, Harold J]. Arthur of Vermont, Paul A 
Dever of Massachusetts, Sherman Adams of New Hamp 
shire and Chester Bowles of Connecticut all 
timed appeals to the citizens of their states 


issued well 
The news 
papers, radio, and other educational outlets helped 

There were 12 fatalities in the six Northeastern States 
this year during the three days, in Rhode Island, 3 in 
Massachusetts and 1 each in New Hampshire and Ver 
mont. There were no deaths in Connecticut and Maine 

The national toll this year was considerably under the 
National Safety Council estimate for the three days and 
also less than the actual experience during the similar pe 
riod in 1949. There 110 fatalities last year and 383 
this year. The NSC estimate 
tor the nation 


wert 
was 435 fatalities in trafhe 

Reports from other sections including Kansas City, St 
Joseph, Los Angeles, Grand Rapids, Cleveland, Louisville 
Rochester (N. Y.) that the 
safety councils greatly increased their promotional efforts 


é ! 


in connection with the observance 


and other cities indicate local 


Reception for the Ladies 

A Reception will be held at the Sheraton Hotel, 505 
North Michigan Avenue, Monday afternoon, October 16, 
from 3 | for all ladies in attendance at th 
Annual Safety Congress. Paul Jones, NSC director of 
public information, will be the speaker. Mrs. George W 
Jaqua Vice president for Women’s Activities, NSC, and 
chairman for the Women’s 
Clubs, will preside 


40 to 3:30 p.m 


safety General Federation of 


“Signal for Safety” 
The San Jose-Santa Clara Chapter, NSC, will launch a 
countywide educational 


early October 


program, “Signal for Safety” in 
Seven communities are cooperating and it is 
expected that the promotional expense of the project will 
be shared by the city governments of the participating con 
munities. The San Jose 
the Exchange 


Junior Chamber of Commerce and 


Club were asked to serve is oO sponsors 
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Director of Local Safety Programs, Field Organization 


Green Cross News 


. National Safety Council 


Safety Round - the -Clock 





2 KLAHOMA CITY taxicabs are carrying a safety message — 


round-the-clock to keep Oklahoma Cityans reminded that 
accident prevention is a full-time job. This most effective pro- 
motion was worked out by Moses Schilling, taxi fleet owner, 
and Dan Hollingsworth, manager, Oklahoma City Safety Coun- 
cil. The boards handle the National Safety Council's regular 


25x38” posters which are cut up and put back together with 7 


transparent adhesive tape. Three-inch strips of colored, opaque 


paper, matching the colors in the poster, are used at each end, 7 


and the entire poster is lighted at night by 16 feet of Neon 
tubing. You can't miss the message. Thus far NSC posters 
T-8640C, T-8737C, T-8803C, T-8890C, T-8889C, and T-9068C 
have been used in showings. 


Editor Attends Violator’s School 

When the editor of the Portland Oregonian 
was given a jaywalking ticket recently the estimable lady 
who wields considerable influence in the Portland area, did 
not invoke the “power of the press’” to come to her rescue 
Instead she took her medicine like anybody else and agreed 
to attend the Violators School, the usual alternative to 
paying a fine. The newspaper lady was so impressed 
with the project and its educational value that she wrote a 
page feature story for the Sunday Oregonian magazine in 
which she gave high praise to the school. The school is run 
by the Portland Trafhe & 17 ransportation Commission 


society 


Plaza “Graveyard” 

Philadelphia's Reyburn Plaza was recently turned into a 
nammoth traffic “graveyard” as a feature of the Philadel- 
phia Highway Traffic Board's “Operation Safety’ project. 
Many types of auto wrecks, simulating actual accidents with 
dummies depicting the victims, were exhibited to more 
than 50,000 visitors. The exhibit was staged in cooperation 
with the Philadelphia Safety Council 


Legion Honors Copell 
The American Legion Certificate of Meritorious Service 
for “accomplishments in the advancement of public safety” 
was awarded on July 24 to Edgar F Copell, president of 
the Massachusetts Safety Council. The presentation was 
made on behalf of the State Legion by State Vice Com- 
mander William H. Flanagan who is also chairman of 
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32 Grant-in-aid Awards 
for NUTI Spring Course 


Thirty-two grant-in-aid awards ar 
available to police departments to en 
able them to send officers to the 1951 
spring course in traffic police admin 
istration at the Trathc Institute of 
Northwestern University 


The Kemper Foundation for Trafti 
Safety, Chicago, will provide eight 
$650 fellowships and eight $250 tui 
tion scholarships for municipal police 
othcers, and the Automotive Safety 
Foundation, Washington, D. C., will 
provide the same number and type of 
awards for state and county police 


officers 


The spring course begins February 
1, 1951, and continues through June 
11. Applications for this course must 
Trathc Institute 
Evanston, Ill, by 


be submitted to the 
1704 Judson Ave 
November 1, 1950 


The 1951 spring course in trathe 
pole administration will be the last 
one of four and a half months dura 
tron Franklin M. Kreml, Institute 
director, announced. Beginning in the 
fall of 1951, the Institute will offer an 
expanded training program to provide 
more fully for the needs for increased 
trate traming of police and others 
As part of the new program the trafti 
polwe administration course will be 
lengthened to nine months—-to run 
concurrently with the University 
academic year 

As the nation’s trafhc problems be 
come more aggravated by the increased 
number of vehicles on our streets and 
highways, the need for professionally 
trained trathc administrators ts clearly 
emphasized. We hope to meet these 
heavier demands with our expanded 
training program 

Police offers are selected for the 
trathe police idministration course on 
i competitive basis To be eligible to 
compete for admission and for award 


onsideration, the applicant must 





Ke a pe heer im active service 
' mt township, county, state of 
provincial police agency 
Have had at least three years police 
xperien 
Have tl approval of his superin 
tendent, commissioner of chet of police 
41 Ke assured of a leave f absence (or 
cquivalent temporary special status) fre 
his department, during which his salary 
will be pat 
5. Have the assurance of his superior 
that he wall be returne to active servi 
upon completing the urs 
6 Agree to return to his department 
’. Be in good health and physically ht 


for at least three years 


Final selection of candidates ts mad 
by a Selection Board composed ot 


s 
me 











Coming Events in the Field of Safety 








Nov. 16-17, Olympia, Wash 

Washington State Safety Conference. Con 
tact James A. Pryde, chief, Washington 
State Patrol, Olympia, Wash 


Oct. 7-12, Colorado Springs, Colo 
Fifty-seventh Annual Conference of the 
International Association of Chiefs of Po 
lice (Antlers Hotel). Contact Edward J 
Kell, executive secretary, International As 
soxiation of Chiefs of Police 1424 K 
Street, N. W., Washington 5, D. € 


Oct. 16-20, Chicago 

National Safety Council, 38th National 
Safety Congress & Exposition (Stevens 
Hotel). Ned H. Dearborn, president: R. I 
Forney, general secretary, National Safety 
Council, 425 N. Michigan Avenue, Chi 
cago 11, Hl 


Oct. 18, Chicago 

Annual Meeting of the Association of 
Safety Council Executives, Inc. (Lake 
Shore Club). Contact H. G. Hays, Secre 
tary, Association of Safety Council Execu 
tives, Inc, 2074 East 9th Street, Cleveland 
15, Ohios 
October 23-25, New Orleans, La 

Annual Convention of the National 
Assn. of Taxi Owners (Hotel Rovosevelt) 


Nov. 40-Dec. 1, Sacramento, Calif 
Governors Highway Safety Conterence 
for the State of California. Contact W. A 
Huggins, executive secretary, Coordinat 
ing Committee of State Officials on Trath« 
Safety, 815 Capital Avenue, Sacramento 


Dec. 4-7, Miami, Fla 

Thirtty-sixth Annual Meeting of | the 
American Association of State Highway 
Othcials. Chairman of the General Pro 
gram Committee is Alfred A. McKethan 
Florida State Highway Com 
mission. For other details contact H. H 
Hale, executive secretary, 1220 National 
Press Building, Washington 4, D. € 


chairman 


Dec. 11-12, New Orleans, La 


Annual Meeting of the Loutsiana Satety 
Association (Roosevelt Hotel). Contact 
Col. Charles E. Doerler, secretary, Louis: 
ina Safetv Association, 610 Edwards 
Strect, Box 806, Shreveport, La 


Jan. 8-12 (1951), Washington, D. ¢ 
Thirtieth Annual Meeting of the High 
way Research Board (National Academy 
7 


of Sciences I Constitution Avenue) 


representatives of Northwestern Uni 
International Association 
ot Chiefs of Police, the Kemper Foun 
dation for Trafthc Safety, and the Auto 
motive Safety Foundation. Before the 
Selection Board meets, all applicants 
are given examinations and are inter 
viewed by Institute staff members 


versity the 


Five hundred and twenty-nine men 
have been graduated from 22 
in trafhe police administration held’ at 


courses 


Feb. 6-7, Philadelphia 

Seventeenth Annual Philadelphia Re 
gional Safety Conference & Exhibit 
(Bellevue-Stratford Hotel). Contact Wal 
ter W. Mathews, managing director, Phila- 
delphia Safety Council, 17th and Sansom 
Streets, Philadelphia 3, Pa 


March 4-6, Birmingham, Ala. 

Twelfth Annual Southern Safety Con 
ference (Tutwiler Hotel). Contact Brax 
ton B. Carr, executive secretary, Southern 
Safety Conference, 21206 First Avenue 
North, Birmingham 3, Ala 


March 19-20, Boston 

Thirtieth Annual Massachusetts Satety 
Conference & Exposition. Contact Edgar 
F. Copell, president, Massachusetts Safety 
Council, 31 State Street, Boston 9, Mass 


April 3-6, New York 

Twenty-first. Annual Greater New York 
Safety Convention & Exposition (Hotels 
Statler and Governor Clinton). Contact 
Paul F. Stricker, executive vice president, 
Greater New York Safety Council, Inc., 
60 East 42nd Street, New York 17, N. Y 


April 18-20, Tulsa, Okla. 

Annual Oklahoma Statewide Safety 
Conference (Mayo Hotel). Contact Glenn 
V. Carmichael, manager, Oklahoma State 
Safety Council, 1600 N. W. 23rd Street, 
Oklahoma City, Okla 


April 24-26, Pittsburgh 

T'wenty-sixth Anuual Western Pennsyl 
vania Safety Conference and Exhibit 
(Hotel William Penn). Contact Harry H 
Brainerd, executive manager, Western 
Pennsylvania Safety Council, Inc., 605 
Park Bldg., Pittsburgh 22, Pa 


May 14-16, Syracuse, N. Y 
Central New York Safety Conference & 
Exposition (Hotel Syracuse). Contact 
Walter L. Fox, executive secretary, Safety 
Division, Syracuse Chamber of Commerce, 
451 Warren Street, Syracuse, N. Y 
May 16-18, Winston-Salem, N. C. 
Twenty-first Annual North Carolina 
Statewide Industrial Safety Conference 
(Robert E. Lee Hotel). Contact H. 8 
Baucom, safety director, North Carolina 
Industrial Commission Raleigh, N ¢ 


June 4-8, Chicago 

Twenty-eighth Annual Midwest Safety 
Conference (Congress Hotel) Contact 
Joseph F. Stech, manager, Greater Chicago 
Safety Council, Suite 805, 10 North Clark 
Street, Chicago 2, Hl 


the Institute since 1936. Thirty off 
cers will attend the 1950 fall course 
which opened September 7 
through Janwary 25, 1951 


and runs 


In all more than 2,500 police eff 
cers, trathc engineers, traffic court 
judges and prosec utors, driver training 
instructors, motor vehicle fleet super, 
visors, and military personnel have at- 
tended courses, conterences, and sem 
inars at the Institute 
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Keeping Them Moving 


* 


= OMEWHERE in Korea: On a raised mound, under a banner welcoming the United 
Nations’ forces in Korea, an American M.P. and a South Korean M.P. direct the 


movement of traffic. 


Ready for Disaster? 


From Page 15 

Air Force in setting up observation 
posts statewide for an aircraft warning 
system. Approximately 550 posts have 
been established and are manned by 
10,000 civilians, organized under the 
direction and Chiet 


Supervision ot 
James A. Pryde of the Patrol 


In preparing to meet possible dis 
aster, cities and states can secure in 
formation and from the 
National Security Resources Board, 
Civilian Mobilization Office, Old State 
Department Bldg., Washington 25, 
D. C., and will want to contact other 
states and cities which have prepared 


assistance 


such plans and organization (listed 
heretofore in story) 

A portion of their libraries on the 
subject might include the publications 
previously mentioned, and, in addition, 
the following from the Government 
Printing Ofhce 
Explosion and Design of Protective 
Civil Defense for Nation 


Aspect 


Damage from Atomi 


Structures, 
al Security, $1, and Medical 
of Atomic Weapons 10 
Other publications might include 
Radiation Hazards of Radioactive Iso- 
topes in Fire Emergencies, published 
by the International Association of 
Fire Chiefs, Midston House, 22 East 
38th Street, New York 16, N. Y.: 
Atomic Attack-—-A Manual for Su 


Public Safety for October, 1950 


vival, published under the auspices of 
Council on Atomic Implications, Box 
296, University of Southern Califor 
nia, Los Angeles 7, Calif., and When 
Disaster Strikes published by the 
American National Red Cross 

Some cities and state governments 
have published manuals on civil de 
New Jersey 
and Texas are two typical examples 
of states which have set up manuals 
for employment by local governments 
in coordinating their efforts with the 
overall program 


fense or disaster plans 


Perhaps the answers are not to be 
found in any review of the enormously 
broad subject of what to do when 
disaster strikes. But the Number 1 
question haunting public officials and 
the citizenry alike these days is con 
tained in our title, “Ready for Dis 
aster?” 

The answer to that question, we 
hope, wil never be forthcoming. For 
we all hope that disaster will never 
strike us. But if it does, America will 
have had time to prepare plans and 
programs to meet such emergencies 
The second big question seems to be, 

How well are we using the time we 
have before such disaster strikes ? 

We hope that the experience of the 
State of Washington will be helpful to 
other states and municipalities and 
plan to cover it in an article in the 
November issue of PuBLic SAFETY 


Three Agencies Plan 
National Bike Safety Program 


Three national agencies are pre 
paring plans to enlist Americas 19 
million bike riders in a nationwide 
safety program The agencies are: The 
National Association of Insurance 
Agents, the Association of Casualty 
and Surety Companies, and the Bi- 
cycle Institute of America—a national 
non profit association of the bicycle in 
dustry 

The groups are centering on a pro 
gram which is specifically designed for 
use by agent groups. A prize will be 
awarded the individual agent, or agent 
association which promotes and de- 
velops the most effective bicycle satety 
program at the local level 


The need and opportunity for a 
bike safety program at this time ts evi- 
dent,” Julien H. Harvey, manager of 
the Association of Casualty and Surety 
Companies’ accident prevention de 
partment, declared. “In more than 
two-thirds of accidents involving auto- 
mobiles and bicycles, the cyclist was at 
fault. Moreover, almost three of 
every four cyclists are children and, on 
the basis of past records, it 
tragically certain that unless measures 
are taken for their protection, many 
cycling youngsters will be killed or in- 
jured—some of them crippled for life 

before this year is over.’ 


seems 


For complete information on the 
Bicycle Safety Is Good Business” 
program, write to the National Asso 
ciation of Insurance Agents, 80 Maiden 
Lane, New York 7, N. Y 


East Bay to 
Study Transit Needs 


Transit needs of the East Bay area 
will be thoroughly probed, if a report 
presented by John G. Marr, city plan 
ning engineer, Oakland, Calif., ts 
acted upon 

The Transit Problem in the East 
Bay, basis of Marr's report, was pre- 
pared by the staff of the Oakland City 
Planning Commission for Mayors and 
Managers of East Bay Cities, and pro- 
poses a regional transit survey in which 
city and county legislative bodies, the 
East Bay Transit Committee (mayors 
and city managers), the director of the 
East Bay Transit Survey plus local 
staff and technical consultants, probe 
into the question of whether more and 
better transportation service would be 
rendered the public at lower cost by a 
metropolitan transit district operating 
on a regional scale 








FLEET NEWS é 





Familiar sight to travelers on the Na 
tion's highways is the typical Freight 
ways truck and trailer combination 
Accident prevention rates top priority in 
the Freightways scheme of moving freight 
aml the accent is put on training and 
re-training programs. Note the set of 
chains strung behind cab of truck unit 





RAINS ’ 





Transport driver Hurliman explains the importance of 
checking tires and wheels prior to accepting equipment. 
Student Draper will thump many a tire, if he stays on 
the job of wheeling the big rigs 











Dale Draper, Jr. (seated behind wheel) is a typical 
Freightways student driver, He gets a thorough indox 
trinaten course in accident prevention. Instructor Marcel 
Hurliman explains use of various dials and gauges on 
the imstrument panel, and the use and position of 
instruments used m operating equipment 
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At left: Today's truck driver has to be a_better-than- 
average bookkeeper, so Instructor Hurliman shows his 
student how to fill out the LC.C. logs, trip logs, truck 
logs and pay forms. Doing the job is the quickest way 
of getting hep to company policy on safety 


Student Draper negotiates a sharp turn on a Portland 
intersection (photo below), while Instructor Hurliman 
observes his handling of the equipment and coaches 
him on importance of keeping to right at all times. 


Fred Fulton (above), equipment inspector, checks trailer coupling 
prior to release of equipment by shop. Each piece of equipment 
is checked after maintenance work is done to make sure everything 
is in first-class order. Inspection includes a check of lights, tires, 
horn, trailer coupling, particularly gladhands, etc. After inspection, 
equipment is released to dispatcher 


Below: A photo taken at one of the monthly Transport Opera- such meeting. This was a steak and bean dinner. Portland 
tors Safety Dinners. Lectures, movies or general discussion drivers are divided into two teams, compete against each other 


covering various points of transport operation feature each in monthly contest. Winners rate steaks;, losers, beans. 
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They live longer in 
LOS ANGELES 








Two officers of the Traffic Education Section plan 
their week's lecture schedule. Others are assigned to 
newspaper, radio, television and other media 


* The trathe analytical section of the Los Angeles Police Department 
Here trathe reports are analyzed and reduced to charts, graphs and sta 
tistics to help determine causes of traffic collisions able from several excellent professional 

sources 


veys and recommendations are avail 


International Association of Chiefs of 
Police (Trathe Division) 
Evanston, Ill 

National Satety Council 
Chicago, Ulinois 

American Automobile Association 
Washington, D. ¢ 

Automotive Safety Foundation 


Washington, D. ¢ 


One of the fundamentals is that the 
various aspects of a trathe accident pre 


vention program be administered by 
highly competent individuals. The City 
of Los Angeles is fortunate in having 
men of exceptionally high calibre serv 
ing the general phases of the program 
A major share of the tndividual credit 
for our successes should go to these 
men. However, we cannot attempt to 
allocate credit in a report of this 
nature. Instead, we shall concern our 
selves exclusively with the methods 





utilized to bring about these results 

Those who work in the field of traf 
fic safety know that a scientific method 
of accident prevention has been created 


\ records system with a capacity of 1,200,000 names of prior offenders 
contributes to the effectiveness of Trafic Court in Los Angeles 


and has been used with considerable 
success by many cities. Commonly 
called ‘the three E's,” it deals basically 





From Pas \ spectacular campaign with balily with enforcement, engineering and 
Such a program ts not made up of hoo and publicity will often assist the education. It utilizes the sctentist’s 
yns, gruesome ex wcident prevention program, but it method of (a) collecting the facts 
illyhoo. While such must be remembered that these in (b) analyzing what is found and @) 
rtain the public for tances are only the more fascinating taking action as dictated by the & 
the balanced ay aspects of a much greater effort sults of such a study 
indamentals of er The city with a serious accident The “three E's’ system of combat 
ion and enforcemen problem should seek experienced help ing the traffic menace, in essence, con 
bout isting red betore Mapping the prevention pro sists of comprehensive investigation ot 
tions in trathe deaths and | ries ran Information, instructions, sur all serious traffic accidents; analysis of 
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the results of such records to determine 
causes; elimination of these causes 
through the best possible use of (1) 
enforcement of the trafic laws, (2) 
engineering of intersections, 
trafhe controls, lighting, etc., and (3) 
education of the public in matters of 
traffic safety 


streets, 


The Trathe Division staff of the 
International Association of Chiefs of 
Police incorporated all these fea 
tures in the study made prior to our 
staff reorganization in 1941, and im 
plemented these with suggested tech 
niques to meet the specific needs of 
Los Angeles in the restudy under 
taken in 1946, during which the per 
sonnel requirements of the entire de 
partment were scrutinized 


We were thus given a workabk 
program to check the strangling con 
gestion which was crippling our city 
and the decimation of our population 
by needless trafty 
pling 
action and public backing 


deaths and crip 


injuries Courageous — ofhicial 


gave us the 
personnel and the equipment to put 
this plan to work 


The police department has been 
delegated by government the duty of 
protecting the lives and welfare of 
the citizens, and falls heir to the 
major portion of the trath« problem 


While civic private 


groups may 


business and 


actively assist in many 
ways, such groups have little power 
to regulate and enforce the laws or 


to direct trathc or alter its flow 


The responsibility is inescapable 
the police department must actively 
trafic accident 
prevention or fail in a primary re 


sponsibility to the community 


lead the program of 


One major initial result of the 
L.A.C.P. survey of our trafty problem 
and police facilities to meet it was the 
reorganization of the trafhe facilities 


of the Los Angeles Police Department 


A Trafty 
of the seven major subdivisions of thi 
department (Traffic Bureau, Patrol 
Bureau, Detective Bureau, etc.). This 
a Dep ity-Chiet 
next in rank to the Chief of Police 


Bureau was created 


on 


bureau is headed by 


While policemen in all subdivisions 


ire directed to enforce the trathe laws 
as well as the penal statutes, the trafhe 
specialists such as accident investiga 


tors, motorcycle officers, analytical ex 
form the ranks of the 
Trafthe Bureau to handle the specialized 
problems of traffic ac 


perts, ck 


ident prevention 

Our departme ntal reorganization 
gave us the necessary administrative 
machinery to do the enforcement job 
and the l 


personnel strength of the 
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Trathe Bureau was increased substan 


tially. Equipment was added and our 
staff of specialists were trained to do 
a comprehensive enforcement job 
Long-range recruit and inservice train 
ing programs were launched and are 
now functioning efficiently 


Los Angeles has the largest motor 
cycle squad of any city in the world 
Consisting of 373 officers, it is a 
highly mobile organization which may 
be shifted rapidly from area to area, 
combating violations in districts with 


high accident frequency 


The motorcycle squad is but one 


of three primary enforcement groups 

the patrol car and the investigator 
complete the trio-—but to the motorist 
on a street with a current high acct 
dent frequency, it may seem that every 
block in the city is under constant 
surveillance 


The motor officers are also constantly 


informed of exactly what violations of 


law are ausing the most accidents on 
their beats. Their enforcement efforts 
undoubtedly bring about a reduction 
in violations of some specifi code 
section 

They are not speed cops Pedes 
trians, right-of-way passing and fol 


lowing, traffic signals, as well as speed 


violations may occupy their attention 


as the accident picture shifts 


Los Angeles has been fortunate in 
that its police officers in all ranks and 
upon trafic 


categories look accident 


prevention as one of the major police 
responsibilities. The cooperation and 
interactivity in enforcement of traft« 
law by and between the Traffic Bureau 
and the Patrol Bureau are among thi 
best of any major city in the United 
States 

Our “T" cars (Accident Investiga 
tion Patrol) are at the scene of an 
They make on-the 
spot investigations, take photographs 


accident in a flash 


measurements, and collect evidence 
Highly trained follow-up investigators 
take over reports 


irc in 


when the I ar 


Some spectacular feats of 


sleuthing’ by the follow up specialists 


have brought felonious hit-and-rur 


drivers to justice, but their every-day 


makes it 


away with murder 


performance ilmost impos 
sible to ect 


trafty in Los Angeles these days 


Methods of handling 
improved 


Tra fu ( i 
trathe law violators were 
Trathe court 
are fully 


judges and prosecutors 
aware of the. enforcement 
objectives of the Traft 
work closely with the officers in deter 


mining procedures and policies and in 


Bureau and 


the never-ending task of improving 


the calibre of police work on the street 
and in the court room 


Our judges follow up their court 
room educational work with public ap- 
pearances on radio and television 
They are members of a countywide 
association of traffic court judges which 
endeavors to ears uniformity of 


procedures and penalties 


First offenders are generally allowed 
to deposit penalty bail without ap 
pearing in court 
volving unusually hazardous violations 
Subsequent offenses result in necessity 


except in cases mM 


for court appearances, and in the case 
of continued violations, straight jail 
sentences are imposed 


Because itt is well known that you 
a ticket in Los Angeles, 
a trafhe citation is more than a passing 
annoyance. It should be emphasized 
that a major portion of the accident 

upon a 


annot nx 


prevention program hinges 
I 


completely honest court system, under 
which the integrity of a trafhe citation 
s protected from the moment it ts 
written by the ofhcer until the violator 


is sentenced by the judge 


Approximately 350,000 traffic cita 
tions for hazardous moving violations 
ire issued yearly in Los Angeles. As 
the number of traffic tickets tssued be 
gins to climb, the number of trath« 
accidents begins to fall yet at no 
time is any quota system in effect 
Safety officials and law 
groups know this, but it is interesting 
1948 the city’s en 


enforcement 


to record that in 
forcement index climbed to a new 
high of 35 The accident rate fell 
accordingly, establishing a 24-year 
record low tn trafhe fatalities 


Tra fh Engineering 


wheels 


Los Angeles ts 
Year-round mild 
outdoor 


a city on 
climate 
activity and 
vehicles. We have estimated that 96 
per cent of our people use their own 


encourages greater 


greater use of motor 


irs to go to and from work. Our 


residents characteristically lunch at 


drive-in cafes, view the movies from 
behind the steering wheel, bank 
through a Caf window and buy aso 
line at acre-sized filling stations. They 
and their activities bring the trafh« 


engineer into contact with a society 
where trafhc engineering of the highest 
type is a must 
Our tratt« 

yvartment which acts under the 
direction of the Traffic Engineering 
Recently reorganized 
ind streamlined to meet the city’s 
needs, the effectiveness of the work of 
the city’s Traffic Engineering Bureau 

Toa Page 38 


engineering is handled 
by d de 


Commission 
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Arizona Lines Up 

for Uniformity 

/ n Pa I 

When we returned to 


were armed with the latest 


mimnunitior We felt we had 
nough material to give to Arnzona 
he most modern trathe legislation yet 
presented to any legislature for cor 
leratior 

Lor onths of work followed 
Period meetings were held by the 


whose deey and sincere 


nterest in trafty enabled us 


satety 


oO carry on our work Finally, Gov 
ernor Dan E. Garvey issued a ill for 
First 


Nineteenth 


tai sCSS10ONn the 


Spe ial 
Arizona 


Csovernor Garvey s lee} and sincere 


erest in trafhe accident prevention 
vell known He assured us that 
Frathe Legislation would be 
he Number 1 call in his 
Session——and it was. He 
further assured us that if the legisla 


1 the Act, he 


message to 


would sign it 


WEEKS 


Dur the last tew t 
th sCSS101 onvened, the work was 


eror 


s were held morn 


sometimes they 





ht sessions tryin to put 


! 
a finishing tou hes on. the fourth 


lraft of Act V 


Hours betore the session convened 
omy leted. It was now 


ready tor introductior 


he work was 
This dratt was 
ntroduced on the first day of the ses 
onsored by Polly Ros 
in yselt, Harry Wimberly, and 


ponsored \ » other members ot 


It was ne dence that Act \ 





he Unitor Vehicle Code received 
House Bill Number 

VAS [al ! Planned so that 
pic wi rie they pore of House 
Kil Ni ber of Act V would bx 
iking of th i th We had 
i tt wo during the 

Hi K N t ‘ o 

{ y tl Highways { Bre 


‘ ! ot en passed i 
o st i | “ ther ef tK 
t ™“ I} » i id i few 
\ ost n tor 
he Hous 
tte  } } wa ‘ 
Lt Ho wan measi 
é Gor ‘ 














NEW PRODUCTS 


Manufacturers are invited to send in announcements of new products, 


or improved special features. 


Only items which can be considered as 


“news” to our readers will be published. Additional information on these 
news items may be obtained by writing direct to the manufacturer. It 
will help in identifying the product to mention these announcements. 





Police Motorcycle 


The 1951 model Harley-Davidson px 
lice motorcycle with way FM radi 


equipment is available tor the 150 to 16f 


vegacycle band or the 40 to 40 megacycle 


(Below.) 


spectrun 





Quieter chrome 


plated compression piston rings, an 


motor performance 
1 car 


buretor refinements are some of the ac 


ancement announced by Harley-Davidson 


Motor Co., Milwaukee, Wis., on the new 
erhead valve models On the eve 
‘ new chrome script name plate 








Illustrated above 1s a 2-way FM rad 


1981 Harley-Davidson = police 


which permits instant communt 


this 
Servi-Car 
ition with heac 
for 182 megacycle ban 


iquarters. Shown 1s ag 


i equipment 


Wa of i 
40 megacvcle band gear is also availabl 
Special features on the Servi-Cars are 


raulic brakes tor rear wheels permit 


nse per cent rw ise in brak me irca 

wheel. TI i front wheel parking 

k whict i t fror tt lett 

vdlebar Als ‘a whee in 
hub car 


Directional Switch 


Sienal-Stat Cory P. OQ. Box 
jrooklyn, N.Y mt nce rew switct 
Sighare whict vert parking 
top light y On passenger Ca 


during a simph 


On March 11, 1950 
but deeply impressive ceremony in the 
Governor's othce, the Honorable Dat 


FE. Garvey gave to the people ot Ari 





to directional signals The new switcl 
ilso flares all four (front and rear) sienal 
lights when used as an emergency warning 
in disabled parked cars. This switch with 
its exclusive wing lever which flares the 


emergency signals, is, according to the 


manufacturer, the only safety 
its kind on the market 

Use of the Sigflare enables the operator 
of a disabled, parked car to set the wing 
lever on the Sigflare in position to cause 
all four front and rear, to flare 
automatically operator make 
repairs to the car. The switch can be 
automobile, regard 


lights 


while the 


used to convert any 
less of make or model, to modern direc 
tional and emergency signalling It is 
simple to install on the steering column 
operat 


of any dimension and easy to 


Complete switch units are sold through 


jobbers 


Mobile Radio 
Radio Apparatus Corp., 310 Fountain 
Square, Theatre Bldg., Indianapolis, Ind 
announces a mobile FM receiver which 
brings in all two-way FM telephone com 
called 
models 


munications The new unit is 
Monitoradi There are two 
M-51 for the 30 to 50 megacycle ‘band 
ind M-101 for 152 to 162 


complete receivers and = are 


me gacycles 
[hese are 


ivatlable at the same pri 





picks uf 








lude { | railroad 
if bus signaling ospit calls bord 
pateol signals, maritime messages, forestry 
ind = petroleun ine trouble shooting 
M.-1 “ n taxicab calls. A 
specially p antenna, Model 
A-1 ! receive within 
te lel M-‘ will re 
ive clear gna tron the average 
transmitt if Sta if S te 5 
nil The nits ¢ e¢ in metal cab 
nets of gray Har ertone They each 
ive tube plus a rectifie i ltage 
gulate Tt nq 
gna t 


} 
zona the most modern trathc legisla 


tion yet to be dratted when he ap 


pended to the measure, the signature 


t 
Dan E. Garvey, Governor 
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.Books and Pamphlets 

Annotated Bibliography on Chan 
nelization and Related Problems of 
Highway Traffi Engineering Pub 
lished by Texas Engineering Experi 
ment Station, The Texas A & M 
College System, College Station, Tex 
as, 1950, 2306p. 

Bu ycle Safety Is Good Business 
Published by Association of Casualty 
and Surety Companies, 60 John St., 
New York 7, New York, 1950, 8p 

Controlled Access Expressway’ mn 
Urban Areas. A Symposium. Published 
by Highway Research Board, Wash 
ington, D. C., 1950, 4ip. (Bulletin 
No. 25) 

Hot Rod. By Henry Gregory Fel 
sen. Published by E. P. Dutton & Co., 
300 Fourth Ave., New York 10, New 
York, 1950, 188p. Price $2.00 

Policy on Drive-In Theaters. Pub 
lished by American Association of 
State Highway Officials, 917 National 
Press Bldg., Washington 4, D. ¢ 
1950, 40p. Plus forms and charts 
Price $1.50 

Transit Fact Book. Published by 
American Transit Association, 292 
Madison Ave., New York 17, New 
York, 1950, lOp 

Transit Modernization and Stree! 
Traffic Control by Joseph Bauer, Ph.D. ; 
and Peter Costello. Published by Pub 
lic Administration Service, Chicago 
1950, 271p Price $5.00 

This book proposes a solution to the 
present traffic muddle in which Amer 
ican cities are struggling. The authors 
feel that greater use of mass trans 
portation facilities and less use of the 


Green Cross News 


From Page 19 


A Christmas Tip 

A gentleman who once had been a 
professional department store “Santa 
Claus” in Oklahoma City, recently 
made a sound suggestion for child 
safety to Glenn Carmichael, manager 
of the Oklahoma Safety Council. He 
urged that this year every department 
store Santa Claus be requested to ash 
the children to promise Santa to ob 
serve simple safety precautions, such 
as keeping out of the streets, et The 


Public Safety for October 


private automobile in cities are the so 
lution to the trafhic congestion problem 

They contend that the reason we 
have so many private automobiles on 
the city streets is that mass transpor 
tation has fallen down on the job by 
tailing to provide the type of service 
that would attract mass patronage 

The authors believe the solution lies 
in drastic modernization of mass trans 
portation facilities. To them, this 
means replacing street cars and trolley 
coaches with motor buses 

Along with modernization, the au- 
thars call for comprehensive trans 
portation planning, financial planning, 
and a modernization of the fare 
structure. 

rhe authors also put in a plug for 
either public ownership of mass trans- 
portation facilities or more intelligent 
municipal control and administration 
of privately owned companies 

Transit Modernization and Street 
Trafhc Control” is a well-documented 
thought provoking book that probes 
deeply into a problem of vital concern 
to mass transportation managements, 
public officials, and the millions of 
private citizens who travel daily to and 
trom work in crowded cities 

CHRIS IMHOFE 


Magazine Articles 
Marking on 
Urban Turning Movements. By Paul 
W. Rice. (In Trafic Engineering 
July, 1950, p. 374) 

a. Ah C.F Develops Action Pro 
gram. (In Police Chiefs News, Au 
gust, 1950, p. 3) 


Effectiveness of Lane 


gentleman tried out the plan some 
years ago and the firm that employed 
him found that the little safety sug 
gestions, coming from = Santa, were 


given eager attention 


“Safety News Theater” 

The Ohio State Safety Conference 
held in Cleveland, September 19, 20 
21, found a sure way to build up a 


large audience for an evening film 
showing, which is usually 
problem 
Carter 
Safety 


a tough 
The Rainbow Room of the 
Hotel was 
News 


dolled up as a 
Theater and inter 


spersed among the showing of seven 
safety films were some high class 
vaudeville acts. A social hour with 
refreshments closed an evening pro 
gram that drew a capacity crowd 


Urges State Organization 

The Western Inter-State Committee 
on Highway Policy Problems of the 
Council of State Governments has 
recommended to 11 Western States 
that they study the problems involved 
and organize = state safety councils, 
calling upon the National Safety 
Council for its aid in their establish 
ment The meeting was held in San 
Francisco, July 7-8. 


Winners Televised 

The Baltimore Safety Council gave 
some extra recognition to divisional 
winners in its Inter-Fleet and Inter- 
Plant Contests by televising the actual 
award presentations. It proved an ef 
fective way to unpress the community 
with the importance of the 
competition and it was excellent pub 
licity for the Baltimore Council. The 
program followed a carefully prepared 
format with basic dialogue suggestions 
and action notes prepared by council 
manager John Rostmeyer 


satety 


“Decade in Red” 

A 32-page, 6 x 9 pamphlet, Let's 
Learn a Lesson from a Decade in 
Red’ was published recently by the 
Governors ¢ oordinating ¢ ommuttee of 
State Officials on Trathe Safety, for 
the State of California. The booklet, 
strikingly illustrated, is a convincing 
statement of the need for coordinated 
action in California's war on trafh« 
accidents and includes specific recom 
mendations for action along educa 
tional, engineering and enforcement 
lines, with strong emphasis on the 
educational phase. 


Parker New Police 
Chief for Los Angeles 

William H. Parker has been ap 
pointed chief of the Los Angeles Po- 
lice Department. The new chief is 
formerly deputy chief of police in 
charge of the Patrol Division, and has 
been a member of the Los Angeles 
Department for 23 years He was the 
No. | man on the civil service eligible 
list for the police job 

Chief Parker succeeds Pro Tem 
Chief William A. Worton, 
Marine Corps miajor-general, who 
served for the past year 

**e 

Drivers who go around all the time 
with a chip on their shoulders had better 
be careful about scratching their heads 
It's a cinch that the chip isn't the only 
piece of wood up there 


retired 








i poh FEET FROM DEATH--that thin margin 
the SAFI pede strian and the DI AD pedes 


of the November Operation Satety 
lime to Walk 


bet weer 
trian as the rux 
um, which has as its slogan Lake 


rogr 


I 
Sately 

Coimcdental with the November program, announce 
ment 1s made of the availability of the 1950 Operation 


Safety minute-tilm trailers. These six films deal with 


chicle maimtenance, speed, drinkin irivers pedes 
trans, winter driving and signs and signals Iwo ol 
these new films Snow Business” (winter driving ) 
ind “Save a Lifetime” (pedestrians )-—as well as two 
tf the 1949 trailer series Your Responsibility (child 
edestrian), and “Age of Danger” (aged pedestrians ) 


| 
ire particularly recommended tor use im connection 
with the November Operation Satety theme 


He ivy cn | hasis in h November program, will be 


put on the eggshell-like vulnerability of the human 


body when matched against today's automobiles, and 


pon the sim | le yet all important pr autions that 
the pedestrian MUST take if he ts to protect himself 
Additional attention will be devoted to the pedestrian’s 
LEGAL responsibility for his own safety, and to the 
very important share in this satety program 


wtorist 


Claud McCamment, in charge, the Pedestrian Pro 
tection Program, sponsored by the American Automo 
Association, has a epted the chairmanship of the 
sub-committee, which ts charged with dels 

m of pedestrian satety Also ser 

committee are Walter D. Ladd 

r otf the St Joseph (Mo.) Safety Council, Miss 
Marion Glick, news editor, Dumont Television Net 
Garnett M. Grithn, Trathc Satety Association of 
Lt rank Andrews Trattx Bureau 


WOrkK 


Police Department 
two leaflets have been oftered to 


onnection with ¢ Novem 


ird poster 


ontains four 
ho scripts and 
ind muiscel 


itor work 


POSTERS 


TO MOTORISTS TO PEDESTRIANS 
NOVEMBER DESIGNS 














“ar 
NATIOMAL sarery DuUNOTEL salhcc i 


T-9114-C 25x38 , eas 
Lip d Lng 25138 7.9113-8 17x23 


ADVANCE SHOWING DECEMBER DESIGNS 





go to \ \ 
an 


T-9134-C 25x38 
T-9135-B 17x23 T-8563-B 17x23 


Take YOUR Holiday! 








POSTER PRICES 
Quantity 25°38" 17"'x23" 
1-9 $0.25 $0.16 ea 
10-99 20 14 ea 
100-999 17 ea. 12 ea. 
1000 or more 15 ea. 09 ea | 
(Posters on opposite page are double these prices to non-members ¢/ 
of the National Safety Council.) YOUR CREDIT LINE can be 
imprinted (at the time of the press run) on any of the featured 
traffic posters of these sizes only: 25x38" and 17x23". Details 
on imprinting and deadline dates for imprinted orders will be sent 
on request. 
ANNUAL POSTER ORDERS. Write for special rates 
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J, that protects 
poe ‘ valuable property 
and 
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Good Judgment 
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use right rear 
view mirror to 
check clearance 
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V-8844-B 17x23 


dont bea 


JACKKNIFE 
MECHANIC 











9106-A 82x12 


i wot | 
0) 0 bemaer , 
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a = 
USE THE RIGHT TOOL 


8447-B 


TWILIGHT DOUBLES 
TRAFFIC TROUBLES 


Why hit an intersection 

Hell bent for election 
Expecting all traffic to go? 

4a stop up ahead 

Or an engine that's dead 

Can cause you all hinds of woe 
* 


V-8842-B 17x23 V-8843-A 82x11 2 
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0 CAREFUL 


AROUND MOVING 
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The TRAFFIC TOLL 


By William C. James 


Traffic deaths in August total 3,180—I0 per cent higher 


than in August, '949. 


Eight-month-totals approximate 


21,500—up |! per cent over last year. Highest traffic toll 
since 1941 seen unless America moves to check accidents. 


§ ery IC deaths are still going up, 
i and hope is fading that the death 
toll can be 
fourth 

The August 


, 180 


reduced in 1950 for the 


year 
traffic fatality 
da lo per 


onsecutive 
total of 
marke increase 


Aupust 


eight-month 


ent 
over 1 year ago--and brought 
the toll to 21,500 up 
11 per cent from the same period a 
year ayo 

Only a 
final quarter of the year 
1 1950 toll of about 346 
NSC 
That would he 


the 


the 
can forestall 
000 trafhe 
Ned H 
the 
record year of 


motoring miracle in 


victims said President 


Dearborn great 


toll since 


There is still time to make a sub 
stantial reduction before the end of 
the year, but only if public officials 
on the county and city levels 

those efforts can have a 
direct and immediate effect approach 
the problem as an emergency, and 
receive wholehearted public support,’ 
Mr. Dearborn said. “Half measures 
wen't turn the trick.’ 


state 
whos 


All regions had increases for the 
eight months, with the Mountain Re 
gion and South Atlantic Region re 
porting the highest tolls 

The Council's figures show that the 
death increase is paralleled by an equal 
increase in miles travelled. Thus the 
mileage death rate of 6.9 deaths per 
100,000,000 miles for the first seven 


MOTOR-VEHICLE DEATHS 


MONTH 1 


January 2, ? 
February 
March 
April 
May 
June 


August 
Months 


September 4,006 2 
October 4,20 4 


Fight 


November 2,974 2 


December 4,159 4, 


TOTAI 


42,259 41 


I he 
National Safety 


the 
Council estimates 


1948 tigures are those of 


The 


> 
July s 2, 
> 


9.890 19, 


949 


450 
970 
150 
440 


2,480 


370 
90 
890 


290 
950 
oro 
270 


220 


00 


National Office of Vital Statistics 
1950 national estimate 


1948-50 
Change 


1949-50 


1950 Change 


2,470 
2,210 
470 
740 
670 
10 
4,150 
4,180 


+ 12% , SS 
6% 12% 
rii% 15% 
+ 23% i7% 
10%, 
10% 
t 13% 
+ 10%; 


21,500 ¢ Tiig 


All others are 
is arrived at by assum 


ing that the percentage change from 1949 tw 1950 in the states reporting for both years 


reflects the 1949-50 change 


more 


in the entire 
as more 
received for the 

differ slightly from 
issues of PUBLIC 


way become accurate 


As mew reports 
abowe for 1950 


published in future 


are 
may 


country 
Mates report, revisrons are 
various months 


figt 


Since national estimates made in this 
made from time to time 
For this reason the figures given 


ires for the same months which will be 


SAFETY 


months is the same as the seven-month 
rate last year-—the lowest on record. 
Mileage is not available for August. 
By comparison, the seven-month rate 
for 1941 was 10.7 

The traffic death record for August 
is based on reports from 46 states, of 
which 14 had fewer deaths than in 
August last year, three had no change 
and 29 showed increases. For the 
eight months, only states re 
ported decreases, one had no change 
and 38 showed increases 

The seven reporting fewer 
deaths for the eight months of 1950 
as compared with the same period of 
1949 were 

North Dakota 

Vermont 

Oklahoma 

Minnesota 

Arkansas 

Pennsylvania 

Indiana - 


seven 


states 


1% 

Through the first half of the year 
the trate death increase was almost 
entirely in rural areas, with the towns 
and cities holding the line. But in 
July this pattern was reversed, and in 
August it was given added significance 
with cities showing 4 16 per cent 
jump while the nation as a whole 
went up 10 per cent 


MONTHLY MOTOR VEHICLE DEATHS 
AND TRAFFIC TRENDS 1949-1950 
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Cities in the 10,000-25,000 popula 
tion group recorded a 57 per cent in 
crease in August. A 36 per cent jump 
took place in the 50,000-100,000 
group. Only the 500,000-750,000 
group and cities of more than a million 
population succeeded in reducing 
deaths 

Of the 476 reporting cities, 86 had 
decreases in August, 282 showed no 
change and 108 reported more deaths 
than in August last year 

For eight months, 160 reported 
fewer deaths, 102 had no change and 
214 recorded increases. 

Cities of 200,000 or more popula 
tion with a lower eight-month toll for 
1950 than for the same period of 
1949 were 


Atlanta, Ga. 55% 
Syracuse, N. Y. 38% 
Dayton, Ohio 32% 
Seattle, Wash. -29% 
Long Beach, Calif. 23% 
Denver, Colo. 18% 
Cleveland, Ohio 17% 
St. Paul, Minn. 12% 
New York, N. Y. 10% 
Oakland, Calif. 1% 
Omaha, Neb. 7% 
Chicago, Ill. 2% 
Los Angeles, Calif 1% 


CHANGES IN MOTOR-VEHICLE DEATHS 
FIRST 8 MONTHS, 1949 TO 1950 


iH ony 
vt-6% 

















NATIONAL 
ESTIMATE 
8 MONTHS 


1% 


BB vecreases 


GBB ier cases on no CHANGE 


REPORTS 
ba INCOMPLETE 











Denver, Colo. (412,800) was the 
largest no-death city for August alone 


Next in order came St. Paul, Minn 


The largest city with a perfect rec 
ord at the end of August was Du 
buque, Ia. (population 49,500). The 
second largest was Elgin, Hil. (48, (310,200) and Providence, R. I 
500), and third largest was Newport (254,000) 


News, Va. (45,600) To Page 3 


TRAFFIC DEATHS—STATE RECORDS 


Deaths are reported by state traffic authorities, except for 
Louisiana, Michigan, New Mexico and Ohio which are reported 


by registrars of vital statistics. 


Population Rate: U. S. population rate is the estimated annual 
number of deaths per 100,000 population, assuming that deaths 
for the rest of the year will follow the normal seasonal pattern 
State population rate is the estimated annual number of deaths 


if ¢ 
he 
%F 
Months Deaths 1949 
Re Identical Period t 
ported 195¢ 1949 ‘9 1 
TOTAI 
S & 21,500 1) 19,89 + 11% 
Ala 8 463 384 447 + % 
Ariz s 177 ( + Te 
Ark s 211 223 252 7 5% 
Calit ~ RO6 80K 7 
Cons 8 ‘ { ‘ 
Del x 8 ; 1% 
Ila 8 38 83 43% 
(sa 8 4 M4 s 
Idah s 4 40 
fil s 4 1,094 + 4 
Ind 8 700 710 619 1¢ 
la s 353 32 08 + 8% 
Kans 8 3 03 R% 
Ky s 445 4 = + € 
La ) ? 
Mc ) i 8 . 
Md s s s sf 
Mass ~ i 4¢ 
Mich . ? 844 Pr") } 1% 
Mino Xs 292 423 448 10% 
Miss * 4 + 36% 
M x 4 4 4 + 1% 
Mont “ ( “ 
Neb ~ 8 ’ 6% 
Nev . C 
N. H s ; 4 4 % 
Public Satety for October, 1950 





per 100,000 population, assuming that the monthly average of 
deaths will remain at the present average for the rest of the year 
Population rates are based on the 1950 Census 

Mileage Rate: The number of deaths per 100,000,000 vehicle 
miles of travel. 

States shown in heavy type have improved in 1950 compared 
with 1949 or showed no change. All figures are provisional. 


pare Wing a ate dicate th 
t wt te is calculated fe ach state 
% Chanees 
48 Month Deaths 1949 1948 1950 1930 
P Mil Re Identical Period to t Pop. Mile 

( Ra Rate ported 195¢ 1949 1948 1950 1950 »=6Rate Rate 
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16% 16.7 7.0 (6) N. ¢ ~ s 438 + G% + % 1.4 7 (7) 

‘ ( N. D . 53 73 ‘7 27% + 13% 12.9 $0 (7) 

1% ) ? oO Ri R24 % % 3 1 (6) 
1% 4 Okla ~ 306 61 415 15% 4 20.6 6.4 (4) 
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1% 5.8 Utah 8 108 108 137 0 21% 23.6 66 (6) 
41% 2 t 8 32 38 $1 16% 37% 12 4.1 (6) 
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% ~ x V bal i 5 ‘ 1% om ~ 7H (6) 
yA 8 . x ~ i? 164 124 - 12% € (4) 
10% \ - 7 8 + 344 ~ ; 
14% 4.8 ‘s@ 
> vi, ¢ 8 CANADIAN PROVINCES 

t ; 
34% ’ e. 4 ¢ 

‘ M 4 3 4 ¢ + 

1% Ont + ; 14% ° 14.8 

+e 4 Sask s as $1 so 12% 10% 7.6 


TRAFFIC DEATHS—CITY RECORDS 


The table covers only motor-vehicle 
deaths resulting from traffic accidents that 
occurred in the city. Nontraffic motor- 
vehicle deaths (where the accident oc- 
curred on home or industrial premises) 
are not included; nor are deaths in the 


city from accidents occurring outside 


Rankings are based on the 1950 reg 
istration death rate which is the number 


REPORTING CITIES 
< pl 


[et 


1. Los Angeles, Calif 164 
tM 

Philadelphia, Pa 

New York, N. ¥ 

Chicago, I! 


Cleveland, Ohio 
4 tt 


Syracuse y 
P ‘ bh 
Seattle, Wash 
Row ’ 
Atlanta, Gra 
Dayton, Ohu 
Oktal Cat 

St. Paul, Mino 

K ‘ M 
Denver, Col 

Kict \ 

H I i 
Port 0 
Omaha, Nebr 
Long Beach, Calif 
k 0 


Oakland, Cali 
M Ly 


Wichwa, Kans + 


Tampa, Fla 
‘ 


Austin, Tex 
Corpus Christi, Tex 
Phoenm, Ariz 

NM atert ( 


Fvansville, Ind.+ 
Sale Lake Coty, Utah 
Wilmington, Del 
Kansas City, Kans? 
I \ 

I w 

South Bend, lad 


per 10,000 registered vehicles. Vehicle 
registration figures are for the year 1949 
and were supplied by R. L. Polk & 
Company. 


Cities are ranked by death rates—from 
low to high. When two or more cities 
have exactly the same rate, ranking is by 
size of total vehicle registration—from 
large to small. 


Right Months Ree. Pop 
950 1949 1948 Rate Rat 


+. Little Rock, Ark 
Duluth. Minn 
Charlotte, N. ¢ 
Fall River, Mass 
Sacramento, Calif 
Reading, Pa 
st w ast 
Ye 

All citves 

Harttord, Cone 

New Haven, Conn 

Arlington, Va 

Bridgeport, ¢ 


Allentown, Pa.+ 
Muskegon, Mich.+ 
Springfield, Mo 
Cedar Rapids, la 
Johnstown, Pa 
Wilkes-Barre, Pa.+ 
Columbus, Ga 
Fast Orange, N. J 
Cleveland Heights, O 
Durham, N. ©.+ 
Mount Vernon, N.Y 
Covington, Ky.+ 
New Roche N 
Fresno, Calif 
York, Pa.+ 
Winston-Salem, N. C.+ 
Medtord ass.? 
Santa Monica, Calif 
Ct pee. Mas 
Columbia, S$. ¢ 
San Jose, Calif 
Shreveport, La.+ 
Green Bay, Wis 
New Brita ( 
Topeka. Kans.t 
Bay City, Mich.+ 
Manchester, N. H.+ 
Tacks M 
Binghamton, N. Y.+ 
slamarze M 
Springfield, Ohiot 
Roanoke, 
Hamtramck, Mich.+ 
Huntington, W Va+ 
San Bernardino, Calit.+ 
Glendale, Calif 
Stockton, Calif 
Racine, Wis 
Orland Fla 
Oak Park. Il 
Fort Smith k 
Portland, Me.t 
Batt Creek, M 
Saginaw, Mich.+ 
St. Peterst ' 


Lorain, Obhiot 
. M 


Note: Cities not yet reporting popula- 
tion figures based on the 1950 Census 
are indicated by daggers. Cities shown in 
heavy type have improved in 1950 com- 
pared with 1949. 


The population death rate is the num- 
ber of deaths reported annually per 100, 
000 population. 


Brockton, Mass.* 
CGreensbor N. ¢ 
Davenport, la 


R d 


Decat 


Springfield, 
Quincy I 


Jackson, M 

Hamilton, Obiot 

Montgomery, A 

Raleigh, N 

Cicero, | 

Pueblo, Colo.t 

East Chicago, Ind.+ 4 
Ind.# 


Mich.t 
and Park, Mich 
Terre Haute, Ind 
Gadsden 4 
Hammond, Ind.+ 
lat 


Ann Arbe Mich. ( 
Beverly Hills, Calif 0 
White Plains, N. Y.+ 0 
Elgin, Il 0 
Wyandotte, Mich.¢ 
Dubuque, lowa 0 
Lafayette, Ind.+ 0 
Great Falls, Mont 
Independence, Mo 
Lakeland, Fla.+ 

W. Hartford, Conn.+ 
Oshkosh, Wis.+ 
Newport News, Va.+ 
Rome, N 

Wausau, Wis.¢ 
Manitowoc, Wis 

Hamde Cont 

Salem, Mass.+ 

Winona, Minn 

Shaker Heights. Ohio 0 
Teaneck, J 

Concord, N. H.t 
Belmont, Mass. 
Fairfield, Conn.+ 
Central Falls, R. 1.4 
Tucson, Ariz 

Roval Oak, Mich 
Billings, Mont 

Hieh P N. ¢ 
Belleville tt 
B field, N. J.¢ 
tau Claire, Wis.t 
I re. Va.t 
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4 iX Rate Ra #9 1948 Rate Rate io 48 Rate Rate 
50. Hackensack, N. J i 2 b b.6 9,3 35. Attleboro, Mass. 0 2 i 00 0.0 ‘ Ashland, Wis.t o § 1.4 
Oak Ridee, Tene ? %6. Cranford, N. ] 0 2 0 0.0 00 44. Grithn, Ga.t ) Oo S.1 18.5 
$2. Provo, Utht 1 4 43 1.7 S80 37. McAlester, Okla.+ 0 1 0 0.0 0.06 44. North Adams, Mass 1 %.3 13.5 
$4. Rock Islas Hl.t . 48. Arkansas City, Kans. 0 1 1 00 00 . ] N. }.? ! i $ 19.0 
54. Pougkeeps N. Y.? 8 § Fergus Falls, M 4 t 4 + i 3.4 26.5 
$5. Everett, Wash. s 3 »3 32 69 4). Highland Park, Tex.? OA 4 :- $9225 
56. Vallejo, Calif.+ 2 4 o-22 72 41. Northampton, Mass.¢ 0 ; 2 00 00 148 4 ! $8 24.5 
Middietow Conn. I I 3 i Naugatuck, Conr - ( i ? I 4 
‘8. San Mate t 1 ‘ 43. Annapolis, Md , s< : 3 21 
Pa Alt Calit.7 44. South Orange, N. J}.+ 0 1 1 00 00 ‘ 4°70 
0. Melrose, Mass.* i 2 0 20 $9 45. Atchison, Kans.+ 0 3 0 00 00 ‘ ‘ 
San Le dro, Calit.t 6. Logan City, Utah 0 1 4 00 0 j s 240 
Alexandria, Va.t i 17. Winnetka, Hl 0 i 0 60 00 i 0 $ 24.3 
63. Jamestown, N. Y.+ 2 20 2.3" &3 18. Peabody, Mass.+ 0 3 0 00 00 a 3 
1. Wauwat Ws 49. Whiting, Ind.+ 0 1 1 00 00 16.4 
Beverly, Mass.t Hawthorne, N. J.4 18 
t f 8.3 Southbridac Ma sa oO 184 
$2. Willimantic, Conn.+ a 2 0 00 00 18 3 7 18 
> at ( $3. Marblehead ass.t oO Oo ‘ h. 3 8 24 
8 »+ 54. Needham, Mass.+ 0 1 0 0.0 0.0 t 1 0 8.1 20.8 
3 55. Brookfield, Il 0 2 1 060 00 " aS 97) 
Y.t 1 ) 56. Milton, Mass.+ 0 I 4+ 00 0.0 ; »4 277.8 
a ' a8 $7. Bristol, Va.+ 0 I 2 00 00 4 s) 5 27.4 
Elmira, N. Y.t 58. Miltord, Mass ‘ 1 9.7 34.3 
73. Riverside, Calif ’ ; £ 27 Be 59. Reading, Mass.t 10.3 39:5 
74. Parkersburg, W. Va. 2 $3 8 28 7.4 60. Danvers, Mass.¢ 0 2 1 0.0 00 © 10.9 
S. Boise, Idahe ; 61. Marlboro, Mass.+ 0 I 2 00 600 s 11.8 47.5 
Fitchbur Mass { Swampscott, Mass 4 13.4 39.9 
Be Wis ( Beacon, N.Y at 41333 
8. Ma 1. Ohiot ‘ 4. Ridgefield Pk.. N. J 3 a4 188 
New London, Conn.t ( 65. N. Attleboro. Mass. © § + 00 00 14 60.8 
80. Kingston, N. Y.+ 2 b] 0 3.0 10.5 66. Athol, Mass.¢ 0 1 0 0.0 00 7 86 ae 
81. Plainfield, N J b] i I 4.1 10 Webster Mass 
#2. Tuscaloosa, Ala.* 2 5 é 3.3 62 8 Fs have Mass. CANADIAN CITIES 
83. Kokomo, | ° t , I Mass M Toronto, Ont.+ 25 33 26 5.7 
84. Linden, N f ! tor i \ a: 37 43 , 
85. Waukegar I , A ary, Mass Vancouver, B. C.+ 18 22 16 99 
RO. Maric Ohiot ; 5 Clinton, Mas 
8 s D 4 i 73. Derby, Conn 0 I 1 00 00 
88. Apple 3 74. Northbridge, Mass 0 3 0 00 00 
@ Elkha vd.¢ i 8 ? Monroe Mi 4 
0. Fost Hartford, ¢ t Kingsport, T 4 ‘ 
West Orange. No 94 87 117 Kankakee, Il. * The Traffic Toll 
Norwalk, Conn.f 3 3 8 Danbury ( 
94. Framingham. Mass 2 3 0 4.0 10.8 Lockport, N. Y¥ ‘ “ 
{ Oh ; " 80. Janesville, Wis.+ “Ee it ao et From Page 33 
Ferndale M ; { 7 Mankat« N s 
Zanesville, Ohiot i ‘ 82. La Porte, Ind.+ : P< Roa The leading cities in each popula 
Pittsheld, Mas i i ‘ 8 I t, Ob 8 ‘ ‘ oe j , I 
8 Burlinet la 1.3 84. East Liverpool, Ohio 1 > Oo 1.8 62 tion grout ranked according to the 
‘ ‘ s 8s. S$ 7 Ss + > ( « 
2s on sat I a a a4, Ween a: : » 32 24 number of trafic deaths per 10,000 
af ty. S ; ste 9 
Ol. Petersbure " 3 i 01 i range. | registered vehicles, were 
t \ 87. La ¢ gist { hicl 
Newburgh, N. Y.? ; 1 g.8 88. Frankfort, Ind.+ 1 $ 1 2.0 10.6 I 
Orans N. J 3 $1 89. Chicago H ts, | i Reg 
4. Chelsea. Mass 0, Aberdec R, dD Rate 
‘ ; (Ow 
st at a. ; ~ d t Over 1,000,000 Population 
07. Moline. 1 it ao A oe, I Los Angeles, Calif. 4.1 
“ den Tome ‘ 8 Methuen. M 8 Detroit, Mich. 4.4 
0. Portsmouth, Ob ‘i's ) 18 nst N. ¢ Philadelphia, Pa 4.1 
1. Revere, Mass.? Ottaw I , ae 
112. Lr. Merion Twp.,Pa.# 6 IL 4 7.2 20.0 All cit n this g 750,000- 1,000,000 Population 
4. Warrer Ohio { 4 x . 6 fie'd. Mass 
4 1 ~ : > 
4. Granite City. | 1 124 99. Fostoria. Ohiot : . #25 ae San Francisco, Calif 2.3 
West Ha 1 3 . is ( B kN. D 8 Cleveland, Ohio 2.9 
Sur tr, Wis. 4 8 But Pa g , 
t at, W. Vat « i ‘4 Y empha Cail ; St. Louis, Mo. 
8. Gr wi Conn. 4 i 4 28 103. S. St. Pa M ‘ : 2 . 
K a Beck WON : $00,000-750,000 Population 
P Vill : aa Weaabaiton) - t oe Minneapolis, Minn 1.7 
: - Arai > ne 4 ’ Buffalo, N 2.8 
B net ; ‘ , N. 2. 
1. Lake Charles, La.+ 0 1 0 00 00 OR. Woburn. Mass.+ Milwaukee, Wis 4.0 
2. Klamath Falls, Ore.* 0 2 0 0.0 0.0 Niles O a 2 
4. Walla Walla, Wash. 0 3 2 0.0 0.0 0. | nto w P 8 13.8 200,000- 500,000 Population 
4. Benton Harbor, Mich. 0 2 3 00 0.0 Watertow Ww 8 P 
5. Birmingham. Mich 0 2 0 00 00 A M 8 Syracuse, N. ¥ 1.2 
Morgantown, W. VY ‘ Natick, Ma 8 Providence, R. I 1.7 
7. Norwich, Conn.+ 0 ? > 0.0 0.0 i. Va W ash 8 : a A 
8. Salisbury, N. C.+ 0 1 0 00 0.0 Barbert oO a Seattle, Wash. 1.8 
9. Waukesha, Wis.+ 0 1 0 00 0.0 Norfolk. Net ‘ 
Aust Mir Sweetwater. Tex.4 ‘4 100,000-200,000 Population 
1. Freey t. 118 Gardiner Mass 1 > 2 3.0 7.7 Wichita, Kans 0.7 
i i } t t 5 is a, 
13. Vincennes, Ind + 0 1 4 00 0.0 120. Chillicothe, Ohio ? % > 30149 Lincoln, Neb. 0.9 
4. Mead P Beaver Da w Tampa, Fla 1.1 
Lawrence, Ka Fort Madis I 
1 Westhelid, N. J P a Cit Ok ? >, 
17. Endicott, N. Y-4 6 fe 68 es Ag + sana see’ hap A, - $0,000- 100,000 Population 
8. Ames, fat Rve. N. Y ; Allentown, Pa 0.5 
bd I 4 Ty bs hk H M c . Muskegon, Mich 0.6 
r k S 
21. Marietta, Ohio o 1 0 00 00 8 Winthrop. M a Springheld, Mo. 0.6 
22. Stillwater, Okla 0 1 0 00 00 Port Chest N_ ¥ . 
24. Connersville, Ind.+ o 3 1 00 0.0 Huntineton, Ind x 25,000-50,000 Population 
24. Johnson City, N. Y.4 0 1 0 00 00 Hol'and. M A 4 . 
Athos Les, Bint Viceiais. Bian? Ann Arbor, Mich 0.0 
oi -* i. 33. M ts Ww. Vv ‘ Beverly Hills, Calif 0.0 
27. Bluefield, fa 0 i ,; 0.0 00 34. Plys Mass ; age , 0.0 
28. Martinsburg, W. Va. 0 | 1 0.0.0.0 135. Wellesley. Mass.? | 8 tt 4a ae White Plains, N. ¥ ; 
29. W. Springfield, Mass. 0 1 2 00 00 136. Jacksonville. [ll > 3 3 4 14.7 Zs 
30. Brainerd, Minn.t Te owen ag Mig a 33 10,000-25,000 Population 
41. Sterling, Hl 0 2 0 00 0.0 38. Sheltor Cor I 
x ‘ ake Charles, La. 0.0 
Reidsvill N. 149. Fort Myers, Fla.* “Ee i 4.6 23.4 Kl % Balla Occ 0.0 
33. Oraneebure, S. ¢ 140. §. Milwaukee, Wis. 1 2 © 4.6 13.5 ‘amath Falis, \re ’ 
44. Highland Park, Ul o 3 2 00 00 141. Westfield, Mass.+ Bet 1 4.7 16.0 Walla Walla, Wash 0.0 
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it’s a Good Combination 


in inter-fleet 
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work for a cause without 
preventing " ident 


is well as human 


lf was only the 
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cetings to stimu 


regular 


oft others and to assist 


probler that 


wi oncentrated of 
into the contest 
that arom revard 


rules of the con 


imuizational problems 
nooth themselves out, more 
us wanted to assist in the 
ot monthly yVESSIONS 
ommon meeting ground 

where we could ¢ xplore new ideas 1 


trainmg drivers, where we could inves 


gate other new developments in the 
feld of motor transportation safety 
We realized that we had mutual 


problems and that through discussions 


these meetings we could exchange 
ind benetit trom the experienc 


We brought in guest sp ak 


rts in subjects important to 


others 
ihtrevement of our objective——greater 
{ notor transportation in 
{ 
‘ 


short period time, Our at 


i Varicty of subjects 


imarily to management 
eared to the driv 


sciected to 


programs 
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ontest 
1Yas 
ress agency, one of 
ns enrolled in the NSC 
isKCd PeCrniissior 
Driver Awards 


0 met 


tandards 


pron pote ad 
Division to 
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which would make tt possible for local 
firms to get NSC Safe Drivers Awards 
tor their men and at the same tim 
benetit trom countless other fleet safety 
services of the National organization 


Paul Coburn ot the NSC was her 
attending the Fleet Supervisor's Train 
ing Course at the University of Cali 
fornia and assisted us in coordinating 
and combining the local and national 
fleet Safety programs 
Morris Draying 
Company, was one of the first fleets 
to enroll. Others were Kramm Dts 
tributing Company, Luxury ¢ ab Com 
pany, Market Laundry, Ariss-Knapy 
Drayage, Howard Ter 
Peerless Stages and Lucky 


My Organization 


Commercial 
minal 
Stores 


In six months’ time, combined mem 
berships increased to 41 


The presentation of NSC Sate Driv 
r Awards, which can be credited with 
launching the combined membership 
movement in the Eastbay Chapter, has 
become an important part of our 
activity 

Some of the fleets prefer to present 
the awards at our inter-fleet contest 
award dinners. Others have special 
rallies or dinner meetings to honor 


the winners 


The local chapter othce always par 
ticipates in these presentations ar 
ranging newspaper publicity, taking 
pictures so that the men can obtain 
reprints and generally assisting with 
the program 


Every business likes personalized 
service, and ours 1s no exception. We 
like the friendly, helpful attitude 
which the Eastbay ¢ hapter gives The 
staff is at our call tor consultation on 
programing or special problems at any 


time 


When a new firm signs up for a 
ombined membership, the tirst: ship 
ment of materials trom NSC ts sent 
Eastbay office. It is then per 
delivered by a Green Cross 


to the 
sonally 
representative, who explains its pur 
pose and how it can be used to the 
best interest of both management and 
drivers 

A combined membership program 
from the standpoint of the Chapter 
is not only a good safety activity; it ts 
1 sound business proposition as well 

Like most new undertakings, it 
lidn't pay off at nest. The start cost the 
( hapter tar more than motor transpor 


tation firms were contributing to the 


Safety Council. But the picture has 
hanged. It’s getting better all the 
time 

As the program expanded to meet a 
a need expressed by thi 
industry fleet behind 
the Safety Council and began taking 
4 more active part in Green Cross 


vital need 
operators got 


fund campaigns 
Today, with the local 
ombined membership tees 


which — the 


Chapter's 
share of 

ind other 
motor transportation industry has been 


ontributions 


able to bring in, fleet safety activities 
of the 
self supporting 

W< have 


that within a comparatively short time 


Eastbay Chapter are close to 


every reason to believe 
the entire Heet program will more than 
pay its OWN Way 

This is our goal. It will be accom 
plished because fleet operators know 
the value of the service they receive 
It will be 
extensive combinec 


neva. gence because an 


membership cam 
paign, spearheaded by Paul Fisher 
new Motor Transportation Division 
chairman for the Eastbay Chapter, ts 
now under way. It will be accom- 
plished because the Satety Movemen’ 
in the Eastbay is growing! It's a good 


ombination 


Milwaukee to Levy 
Fee for All-night Parking 

From now on, Milwaukee residents 
will be permitted to park their cars in 
front of their homes overnight, if they 
ire willing to pay $48 a year ($4 a 
month) for the privilege, and pro 
vided that they can show that they 
annot tind off-street facilities 

For the past two decades the City ot 
Milwaukee has enforced its ordinance 
banning all-night parking on public 
streets, even in residential areas. The 
boom in the automotive industry, how 
ever, has produced a critical shoratage 
of off-street parking space in parking 
lots and garages 

For some time past an average ot 
6,000 vehicles a night was forced to 
park on the streets, using one-day per 
mits. The monthly permit plan will 
eliminate the need for many of these 
one-day permits, but each applicant 
for a monthly permit will have to 
prove that he can't find off-street space 
within a two-block radius of his home 
No parking will be permitted all-night 
on arterial highways, fire lanes of 
streets with public transportation lines. 

* * ¢ 


A fellow who can drive while kiss 
ing a pretty girl, just isn't giving the 
subject of kissing the attention it de 
serves 
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MARK-TIME 


“Huyrricane’”? PARKING METERS 
PROVE THEIR SUPERIORITY 













The positive acceptance by municipalities across the 
nation of the new, revolutionary Mark-Time “Hurricane” 
manual parking meter is conclusive proof that where 
factual comparison is the rule, the superiority of the 


Mark-Time “Hurricane” is unquestioned. 


Basically, the superiority of the Mark-Time meter lies 


in its proven, rugged, trouble-free simplicity. The 





“Hurricane,” with its efficient, simple design and ex- 


ceptionally low number of moving parts, reduces main- 





f 








PUT CCIN IN SLOT TURN HANOLE RIGHT tenance costs to the lowest possible denominator thus 
; 10 PENNIES SAM- assuring an uninterrupted flow of revenue. 
|| 12 MIN. Each MON-FRIY 
j 1 HOUR i? 9A M-9PM Another feature of the Mark-Time “Hurricane” is its 
} | NICKEL — ie SATURDAY ¢ 1 exclusive “Hurricane” door which completely eliminates 
: 2 HOURS SUN. & HOL | the possibility of dirt, dust, or bad weather from enter- 
2 NICKELS EXCEPTED ing the coin slot and jamming the meter. 
\ M.H. RHODES, INC a 

"Sn neetecremeeeney . ogee . . 
as Seen These are the reasons why the Mark-Time “Hurri- 





ie cane” is preferred. This is why, also, the Boston City 
" 'rafiic Commission, this year, after an exhaustive survey 
and factual comparison of manual versus automatic 
meters, chose the Mark-Time “Hurricane” thus proving 
that “Hurricane” meters are equally efficient in both 


large and small communities. 


M. H. Rhodes, Inc. welcomes your inquiries and is 
ready at all times to have its engineers consult and co- 
operate with your traffic officials. There’s no obliga- 
tion. Write today for complete information on the 
new Mark-Time “Hurricane” manual meter. 


Manufactured and sold in Canada by Ontario Hughes Owens Co., Ltd., Ottawa, Ontario 


M. H. RHODES, INC. © HARTFORD, CONN. 
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They live longer in 


LOS ANGELES 


From Page 27 
was increased substantially. The de 
partment now has 300 employees, in 
luding 17 highly skilled technicians 
ind engineers, and is engaged in a 
continuing program of improvement 
which facilitates flow and minimizes 
trafhe dangers 

The Bureau of Street Lighting has 
done an outstanding job over the past 
Largely as a result of an 
intersection lighting program, pedes 
trian accidents occurring at night have 
been cut more than 60 per cent since 
1945 


few years 


Los Angeles is in the midst of a 
$600 million super-highway building 
But, while such super-high 
ways are vitally necessary to the con 
tinual development of the city, they 
annot reasonably be viewed as a solu 


program 


tion to our congestion problem, since 
many of the city's central streets are 
close to maximum usage now 


To help solve these critical prob 








BRAKE TESTING 
METER 


$84.50 
COMPLETE 


With quick-acting 

clamp Vernier U 

Bracket and 

Leather case 
"Famous the world over!"’ 
Used By: Police Officials—Munic: 
palities—Bus Lines—Municipal in 
terstate Fleet Owners Cars and 
Trucks Taxicab Fleets—Brake Lining 
Service Garages State Highway 
Departments 


Gradient and Performance 
Meters also Available 


SEND FOR FREE LITERATURE 


TAPLEY 


PRODUCTS CORP. 
53 Park Place New York 7 


(SOLE USA. DISTRIBUTOR) 























lems, Los Angeles trafhc engineers 
have devised a system of off-set lanes 
for use on the ordinary four-lane high- 
ways leading from a _ residential 
area to a business district. During 
peak traffic hours, these lanes are off- 
set by means of sign barriers, giving 
three lanes to the predominant traffic 
movement and reserving only a single 
lane for the light traffic load in the 
opposite direction. Left turns are pro- 
hibited across the dominant traffic di- 
rection 


Synchronized signals permit the 
passage of vehicles in platoons along 
major arteries. The signals hold pas- 
sengers to a constant 30 to 35 m.p.h., 
depending upon their adjustment but 
trafic is moving faster now at far 
safer speeds 

One-way streets have also proved 
effective. Parking has also been elimi- 
nated during peak rush hours on vital 
streets, and the police three-wheelers 
keep a constant check to see to it that 
these streets are unobstructed. They 
also regulate curb parking during off- 
peak hours. 


traffic Safety Education: Coopera- 
tion and coordination feature the op 
eration of this highly important phase 
of the “three E” program. The Trafh 
Education Section of the Traffic Bureau 
is an 11-man unit, headed by a police 
lieutenant. The job of this section ts 
to keep the public informed through 
every means of the score on accidents 


Close and constant contact with the 
non-governmental agencies has made 
the subject of traffic accident preven 
tion an important item. The work of 
the Traffic Bureau has been helped 
greatly by the intelligent and well 
geared program of the Los Angeles 
Chapter of the National Safety Coun 
cil, which in every way reflects the 
high standards and goal of the parent 
organization 

Extremely active and highly efficient, 
this community group has done an 
outstanding job not only in conducting 
the usual safety programs but in also 
creating entirely new approaches to 
the issue. The coordination of the 
local “Operation Safety” program 1s 
an excellent illustration of this point 
The harmony between the Council and 
the Los Angeles Police Department 
has long been a matter for personal 
pride by the supervisors of both or 
ganizations 


Among businessmen’s groups doing 
a job to promote traffic wets pre- 
vention in our city are the Los Angeles 
Trafic Association, the Metropolitan 
Transit and Traffic Committee of the 
Chamber of Commerce and the Down- 
town Business Men's Association 
These groups have financed and parti- 
cipated in special studies that have 
been instrumental in the adoption of 
many new methods and policies instru- 
mental in checking the traffic toll 


Business groups such as insurance, 
transit, trucking, railroad and other 
agencies long ago recognized their 
vital stake in the traffic problem. They 
have actively cooperated with our 
governmental agencies and have de- 
veloped their own programs which 
are, of course, supplementary and im- 
portant aids to a well rounded traffic 
control and accident prevention pro 
gram. 


Summary: Our problem is a complex 
one. We have responsibility for traf- 
fic law enforcement in a city with 
5,000 miles of streets, 50 per cent 
more than Chicago, Detroit or Phila- 
delphia. Los Angeles encompasses an 
area of 481 square miles, 60 per cent 
more than New York City and more 
than twice that of Chicago 


By January, 1949, Los Angeles 
County had a vehicle registration of 
1,712,802, an all-year mild climate and 
a public transit system that couldn't 
keep up with the expansion of our 
metropolis. Vehicle registration, street 
mileage geography, weather and pub 
lic transit were all seemingly arrayed 
against our efforts to cut the toll 


But the “three E's” program works 
when it is given the organization, the 
men and the materials to do the job 
We got 1,170 additional men, squad 
cars, solo motorcycles and 3-wheel 
motorcycles, as well as a records sys 
tem, training program and the needed 
equipment to staff our team of spe 
cialists, 


Hard-hitting administration all the 
way down the line, Selective enforce 
ment, top grade accident investigation, 
sound factual analysis of accidents, 
safety education, streamlined — traffx 
court procedure, effective traffic engi- 
neering aids, and public backing by 
business service and civic groups, 
fired up by splendid support from the 
press and radio made our progam a 


success 


The record speaks for itself, but at 
must be presented to illustrate what 
has been accomplished in lives saved 
and injuries and economic loss averted 
over the past 16 years 
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Here is a summary of traffic deaths 
and rates in Los Angeles from 1934 
to 1949 inclusive: 


J /MPRINT THE PICTURE! 


Death 
Deaths per 100,000 

Year bom locus Vale @ ACCIDENT INVESTIGATION 
1934 477 35.2 
50S CST @ TRAFFIC SURVEYS 
1936 492 37.2 11.8 
1997 523 8K @ CIVIC IMPROVEMENTS 
1938 469 35.2 9.2 
1939 469 344.8 8.9 
oe ae 348 a9 @ LEGAL DIAGRAMS 

4 518 y 
aa rx @ COURT AND JURY WORK 
1943 376 22.1 6.4 
1944 357 21.0 6.1 
1945 i74 27.9 8.9 
1946 481 26.6 7.7 
1947 393 21.9 5.6 
1943 280 15.5 3.8 
1949 259 14.3 3.3 


Our city’s investment of funds in 
the installation and maintenance of a 
modern trafic control and accident 
prevention program has paid tre- 
mendous dividends. We still have to 
keep on the job and on the alert 24- 
hours-a-day, but we know that we have 
a program that will work as long as 
the necessary ingredients are included 


in our recipe for trafic safety. Size for Standard Forms $2.00 
There is no royal road to traff« Large Size for Instruction Work 5.00 
safety. We-all must participate in our 
trafc program on a full-time basis, FORBES STAMP CO. Pena : 
if we are to achieve maximum results 
But the citizens of Los Angeles are 
aware of our program now. And they 
know that because of it, people live 
longer and fuller lives in the “City 
of the Angels.’ * 


NUTI Reprints 






Postpaid 
with Remittance 
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Medico Legal Aspects SEE IT AT 
The Traffic Institute of Northwest BOOTH 8 
ern University, with the permission of NATIONAL 
the authors and copyright owners, has SAFETY Fe 
i) CONGRESS | 
reprinted The Medico-Legal Aspects 
of the Blood Test to Det rmine In CONGRESS 
tHe ‘ é €; } cic é v€ HOTEL 
foxication OCTOBER 16-20 











Written by Mason Ladd and Robert 
B. Gibson, The Medico Legal Aspect 
appeared originally in the January, 
1939, issue of the lowa Law Revieu * 
It was one of the earliest authorita 
tive works on the subject of chemical 
testing for intoxication S & & i N GS is u E L | E Vv | N gg i 

Long out of print, The Medico- ela de shine 
Legal Aspects, though written more Here is an aid that has proven practical in teaching visually the principles of safety. 


It's simple, effective and works wonders in teaching your drivers. 
The MAGNO SAF-T BOARD is the result of studies by outstanding safety instructors 





than 11 years ago, is — (if not 


more so) as useful today as it was and engineers. Safety directors, traffic managers, driving instructors, insurance agents 
originally. It should prove a valuable and adjusters get a clear picture of how accidents occurred visually by reconstruction 
companion piece to the recently pub- of conditions. 


It is now being used from coast to coast by fleet owners, insurance and public utility 


od Ch / t 4 dal y : : . 
lished Chemical Test Case L by companies, colleges and schools, and many other concerns interested in public safety. 


Robert L. Donigan, counsel for the Consisting of a BOARD with typical street intersections on one side. The other side 
Trafhc Institute is a BLACKBOARD on which any street or road situation can be drawn with chalk and 
The Medico-Legal Aspects is 77 then erased. It has scale models of vehicles, traffic markers and accessories that can 


= — The nas ‘ : be placed in any conceivable traffic situation. 
pages in length The Sal <auae eee be Write for our folder. If contains full information. 
obtained from the Trathc Institute, 


1704 Judson Ave., Evanston, Ill, at MAGNO SAF-T BOARD © EMIGSVILLE, PA. 


$1.00 a copy 
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TRADE PUBLICATIONS 


There is a wealth of valuable 
and interesting information in 
the catalogs and publications 
listed below. They form splen- 
did additions to your reference 
library, affording an oppor- 
tunity to keep abreast of 
safety equipment. The coupon 
below will bring FREE to 
those responsible for the rec- 
ommendation or purchase of 
equipment any or all of the 
catalogs listed. 








1. Directional Signals: An_ illus 
trated catalog on directional signals. 
Helps to reduce danger of hazardous 
driving, permitting driver to keep 
both hands on wheel at all times 
Yankee Metal Products Corp. 

2. Traffic Beacons and Flashers: 
An illustrated brochure about traffic 
beacon lights for use primarily at 
school crossings. Can be used at other 
danger spots with different accom 
panying signs Eagle Signal Corp. 

3. Sign Protection: A manual pre 
senting facts about signs and when 
they should be replaced. Well illus 
trated, it presents a complete inven 
tory of signs, and use and purpose of 
each one. Lyle Signa, Inc 

4. Street Lighting: A booklet set 
ting forth progress in lighting of 
streets to reduce accidents and haz 
ards to motorists as well as pedes 
trians. Presents stories of how dif 
ferent cities have coped with the 
situation of better street lighting. 
Street and Traffic Safety Lighting 
Bureau 

5. Taxiway Marker Lights: A 
booklet on how to install “standard 
ized” airport taxiway lighting system 
Includes complete data on the marker 
lights for taxiways, Bills of Mate 
rial and schematic wiring diagrams 
for series and multiple elevated taxi 
way marker lighting systems circuits 
Line Material Co. 

6. School Stop Signals: Brochure 
llustrated to demonstrate how acci 
dents at school crossings may be re 
duced, and how flashing signals help 
to promote safety thinking. Contains 
testimonial letters from responsible 
public officials now using these sig 
nals. Crown Signals, Ine. 

7. Automotive Safety Service: I! 
lustrated pamphlet presenting facts 


about school for teaching auto safety 
inspection and how to cope with vari 

tuations. Different courses pre 
sented with length of each course 
yiver Subjects of each course also 


set forth. Bear Mfg. C 
Mc 
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ADVERTISER'S INDEX 


Forbes Stamp Co. 39 
Graubards 2 
Harley-Davidson Motor Co. i 
International Meters, Inc. I.F.C. 
Magno Saf-T Board 39 
National Safety Council 30-31 
Rhodes, M. H., Inc. 37 
Tapley Products Corp. 38 
U. S. Treasury 1.B.C. 
Weaver Mfg. Co. B.C. 


NCTS Plans New 
Promotional Guide 

The step by step job of publicity 
and promotion for traffic training in- 
stitutes, trathc safety conferences, semi- 
nars, workshops and similar meetings 
will be set forth in a publication of 
the National Committee for Traffic 
Safety tentatively scheduled for re 
lease early in 1951 

The need for a ‘“Guide"’ in this field 
has been pointed up by the Public In 
formation Committee of the Presi- 
dent's Highway Safety Conference and 
in the experience of college and uni 
versity leaders and safety workers 
charged with the development of train 
ing courses, conferences and other 
mectings 

According to the working outline 
for the publication: ‘the staff in charge 
of trathe safety meetings ts frequently 
a technical group with no experience 
in or facilities for publicity and pro 
motion. Mere suggestions as to meth 
ods are not enough. We must outline 
the whole job.” 

The National Committee for Traffic 
Safety found the preparation of a 
Guide" to be a function within its 
scope as a coordinating agency at its 
annual meeting in March and called 
upon its own Public Information Com 
mittee to proceed with planning and 
writing 

William J. Scripps of The Detrout 
News, who is public information chair 
man of both the President's Confer 
ence and the National Committee for 
lrathe Safety, named John W. Gib- 
bons, director of public relations of 
the Automotive Safety Foundation, 
Washington, D. C. as general editor 
Mr. Scripps then designated Harold 
L. Eves of Mass Marketing Institute 
and Paul H. Blaisdell, executive di- 
rector of the National Committee to 
work with Mr. Gibbons in drafting a 
omplete working outline for the book 
This committee met during the sum 
mer and placed the plan before Chair 
man Scripps late in August. The out- 
line has had a preliminary review by 
newspaper and a radio promotion ex 


ecutives and by Donald Slutz of the 
I'rathe Safety Association of Detroit 

At a recent meeting, the basic out- 
line received final approval and Chair- 
man Scripps has invited seven authors 
to take over the various sections for 
completion by mid-October. Although 
men experienced in traffic safety activi- 
ties are included among the proposed 
writers, at least half of the book will 
be developed by individuals who are 
outstanding in the general promotional 
field. In this way it is hoped that 
new methods and techniques for traf- 
fic safety promotion and publicity will 
be one of the features of the new 
publication 

When the various sections have been 
written, Editor Gibbons will place the 
book in a semi-final form for sub 
mission to an editorial board of review 
This group will consist of some 15 
traffic safety leaders, promotion ex- 
perts, public relations agency repre 
sentatives and the various authors of 
the book, who will meet in Detroit 
on November 10 at the invitation of 
Chairman Scripps. The finished prod 
uct will be released in the form ap 
proved by this editorial board 

It is proposed to issue the “Guide” 
in looseleat form to permit revisions 
and supplemental sections in the future 
Among the many important items in 
the contents will be sections on pre- 
paratory steps for promotion and pub- 
licity for trafhe safety events; the work 
of a publicity and promotion commit- 
tee; methods of personal contacts; how 
to obtain attendance; how to prepare 
pre-meeting releases; radio and tele- 
vision interviews and promotional 
“stunts”; direct mail campaigns; pub 
licity during the meeting and follow 
up activities. The book will include 
numerous examples of publicity and 
promotional methods 


Poore Heads South 
Carolina Highway Patrol 
Col. James E. Poore, Jr., U. S. 
Army retired, has been named to head 
the South Carolina Highway Patrol, 
succeeding Captain T. P. Brown 
Captain Brown was transferred at 
his own request to command District 
t of the Patrol with the rank of lieu 
tenant 


Colorado State 
Patrol to New Quarters 

The Colorado State Patrol has 
moved from 1244 Broadway, Denver; 
to new and larger quarters at 1950 
Thirty-First Street, Denver, Chief G 
R. Carrell recently announced 
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DANCING IS EASY—once you learn what 
steps to take. 





; The same holds true for saving money 
Og ‘ for the future. 





It will take approximately two minutes 
to find out how you can invest in either 
one of the two automatic plans offered 
by U.S. Savings Bonds. 

Inquire at your place of business about 
the Payroll Plan. Learn how 
easy, convenient, and painless it is to put 
: | aside savings for Bonds right from your 
/ } \ ite a paycheck 
sini L OP Xia 


Savings 


take a. for it ann 
the night, ips 


Or. if you have a checking account, ask 
at your bank. They'll explain all about 
the Bond-A-Month Plan, in which you use 
your checking account as a means for in- 
vesting in U.S. Savings Bonds. 

Both plans are simple, and call for no 
effort on your part. Both plans add up to 
the same thing —money to live on in the 
future. 

So start finding out about them. Re- 
member, it only takes two minutes today 


to learn how you can make your tomor- 
rows a lot more carefree! 


Chitimati, sasrng ib AWW awning — US. Savings Bonds 


Contributed by this magazine in co-operation with the Magazine Publishers of America as a public service. 








What is YOUR city doing 
to help reduce motor accidents? 


A Safety Lane includes: 


Weaver Headlight Tester, a Weaver 
Automatic Brake Tester, and a Weaver 
Wheel Alignment Tester. 


SAVE LIVES... act iat to have all cars officially checked at 
regular intervals on WEAVER Safely Lane equipment 


Bad brakes—bad steering—and bad lights cause thousands of Many ‘‘safety-minded” cities and states have had an official 
motor vehicle accidents each year. Safety Lane inspection program in operation for years——and 
with good results. In every case a substantial reduction in 
vehicle accident rates has been effected. 

lf your city or state hasn't taken steps to conduct an official 

in @ large number of cases a periodic inspection on Weaver periodic inspection of vehicles—don't delay. Act today . . 
Safety Lane equipment would have disclosed unsafe conditions, consult Weaver about a proven program that works . . . Weaver 
and corrective measures could have been token before any —the pioneer—continues to lead in equipping progressive 
accident occurred. Safety Inspection Stations. 





The loss of more than 30,000 lives, and property damage 
of more than 2'/, billion dollars in one year is appalling. 





Weover Drive Over Wheel Alignment Test Weave? Drive-on-ond-Stop Brake Testers Weaver Headlight Testers measure candle 
ers provide o true test of wheel alignment provide a visual ond accurate test of power and show high-low and left-right 
showing side slip of tires in f. per mile broking effort on each wheel aim of all headlights 


"Safety Lanes ARE MADE ONLY BY THE WEAVER MANUFACTURING COMPANY - SPRINGFIELD, ILLINOIS 
leaders in a Safety Equipment for Over 25 Yeors 





